







JAMES 0. STEWART 

7164 HARRISON HD. 

!NKSTER. MI. 48141 


Romulus Roman 
To Make Its 
Debut Jan. 8 

The Associated Newspapers, Inc., publishers 
of a chain of six outstanding weekly newspapers, 
proudly announces the entry of the Romulus 
Roman to its family of popular weekly 
publications serving Western Wayne County. 

David J. Willett, general manager of the 
Associated Newspapers, in announcing the new 
weekly publication to serve the community of 
Romulus said that the first edition of the 
Romulus Roman will appear on Wednesday, Jan. 
8, and every Wednesday thereafter. 

Publishers of Association Newspapers, Inc. are 
Ray G. Clift and Wesley F. Willett. 

The chain of newspapers owned and operated 
by Associated Newspapers are The 
Enterprise-Roman, Garden City Guardian 
Review, Inkster Ledger-Star, Wayne Eigle, 
Westland Eagle and The Livingston County 
Press. 

They serve the growing communities of 
Garden City, Inkster, Wayne, Westland, 
Belleville and the Townships of Romulus, 
Sumpter, Huron, Canton, Van Buren and 
communities in Livingston County. 

The Romulus-Roman, which has for many 
years been a part of the Enterprise-Roman and 
Legal Times, has with today's announcement, 
officially returned as another, publication of 
Associated Newspapers dedicated to better serve 
Romulus Township, one of Western Wayne 
County's fastest growing communities. 

The Enterprise-Roman under its new 
title, Belleville Enterprise and Legal Times will 
continue to serve the communities of Belleville, 
Huron, Sumpter and Van Buren Townships. 

The rapid strides shown in the residential, 
commercial and industrial areas of the 
Community of Romulus, along with the Nov. 5 
?nprov»*» by the Township's electorate frv City 
Incorpc .aCon, piumpled inis Sl-in ij.^rtant 
split-up of The Enterprise-Roman, the publishers 
announced. 

City Incorporation means progress. We want to 
continue to serve Romulus and become part of 
this progress for the future growth and 
development of Romulus by better service 
through the columns of Romulus Roman. 

Romulus is growing by leaps and bounds. We 
have always been part of this growth. We want 
to continue to play a major role in this progress 
by giving the Community of Romulus now 
drafting a charter for citynood, a paper of its 
own. 

We invite suggestions and ideas from Romulus 
residents, businesses and government officials. 


Judge-Elect Ross’ 
Swearing-in is Held 
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An Associated Newspapers Publication 


BELLEVILLE - Judge-Elect 
Francis Duane Ross was 
officially sworn in on Monday, 
Dec. 30, as the 34th District 
Court Judge. 


JUDGE FRANCIS D. ROSS 




Motorists Get 
Police Warning 

Area law enforcement and traffic officials, 
along with Michigan State Police issued a joint 
warning to all motorists to drive carefully over 
the New Year holidays. 

Please don't mix drinking and driving, they 
pleaded. 

Those who do indulge in New Year toasting be 
sure to . have someone else who is sober do the 
driving. 

The state's traffic toll and injury accidents are 
increasing and currently, it was reported, are 
running ahead of last yeer. 

So drive with care and caution and stay 
Around to enjoy future New Year Day 
celebrations. 
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CONTROLLERS HIT BY SMOKE 

Fire Halts Metro Flights; 
Damage Set at $200,000 


ROMULUS - Smoke 
from a small blaze in the 
kitchen of Detroit 
Metropolitan Airport's 
south terminal building 
halted flights for 40 
minutes last Thursday and 
caused an estimated 
$200,000 damage. 

Central tower operations 
were shut down for nearly an 
hour at 5 p.m. when the smoke 
seeped up five stories of 
ventilator shafts into the 
control tower causing coughing 


and tears to flight controllers 
and radiomen. 

The small fire broke out 
around 4:15 p.m. and was 
confined to the kitchen and 
immediate vicinity. 

The blaze began when grease 
in a pit used to fry potatoes 
overheated and ignited. The 
fire started in what is normally 
the airport’s rush hour. 

• • • ’ 

IT WAS extinguished within 
an hour by airport firemen 
assisted by some 30 firemen 
from Romulus Township and 
Taylor Fire Departments. 


Although the fire was 
confined to the restaurant, 
small snack bar and cocktail 
lounge in the south terminal’s 
main floor, the main lobby of 
the terminal was flooded by 
firemen’s hoses. 

The cocktail lounge was 
damaged by smoke and water. 
Flames destroyed the interiors 
of the restaurant and snack 
bar. / 

Daniel Norton, airport 
superintendent, estimated the 
damage at $200,000. No one 
was injured, and from 2.500 to 


(See FIRE page 2) 


POLICE CONTINUE PROBE 


ORIGIN OF FIRE that caused an estuiuir l $200,000 damage it Detroit Metropolitan 
Airport south terminal kitchen last Tbun.daj Dec 26 ». vhi>*u in above picture. A pit used to 
fry potatoes overheated and ignited grease in a kitchen dud. (photo by Bill Balogh) 

END ERA IN GOT ERNMENT 

________ . • 

Wayne Ceunt^ ftpervlsers 

Hold Their Final Meeting 


David J. Payne is Killed 
In Accident; Services Hel 


Investiture ceremonies for 
Judge Ross and all other 
District Court judges were held 
on the 13th floor of the 
City-County Building in 
Detroit. 

Administering the Oath of 
Office was the Honorable T. 
John Lesinski, chief judge of 
the Michigan Court of Appeals. 

The Honorable Thomas E. 
Brennan, judge of the Michigan 
Supreme Court gave the 
principal address. 

The New 34th District Court 
embraces Belleville, Huron 
Township, Romulus Township, 
Sumpter Township and Van 
Buren Township. 

The court will open on Jan. 
2 in Van Buren Township Hall, 
46425 Tyler Road, Van Buren. 

The permanent court will be 
set up in Romulus, center of 
the new court’s jurisdiction, as 
soon as adequate quarters axe 
made available. 


The gavel banged down and 
the words, “Meeting 
adjourned,” signaled the end of 
an era in county government 

It was the final meeting on 
Dec. 18 of the Wayne County 
Board of Supervisors as it has 
existed since Michigan became 
a state in 1837. 

On Jan. 3, members of the 
new 26-«eat County Board of 
Supervisors will take their 
oaths of office as the first 
directly-elected county 
legislative body in Wayne 
County history. Members were 
elected in the general election 
last Nov, 5. 

They will replace a 
135-member body made up of 
representatives of cities and 
townships, rather than, 
directly-elected representatives 
of the voters. 

The new board was 
established in accord with an 
act passed by the Legislature. 
Members were elected from 
districts on a partisan basis. 

• • • 

DEARBORN HEIGHTS 
Mayor John L. Canfield, the 
last chairman of the “old” 
Board of Supervisors, told the 
final meeting that he believed 
the new board would “bring 
new ideas into County 
government.” 

‘‘This new board faces great 
and growing responsibilities," 
Canfield added, “and I expect 
to deliver to the new chairman 
as soon as he is selected, ideas 
which I think can assist him 
and the new board." 

Members of the new board 


attended the meeting as 
observers. 

The supervisors elected 
Marion Macioce, a supervisor 
for 16 years and a longtime 
labor umon official, to a 
six-year term on the 
three-member Wayne County 
Civil Service Commission. 

Macioce, of 4 J 6 4 
Kensington, Detroit, was 
president of the Detroit 
Building Trades Council for six 
years and is active in l wide 
range of civic, charitable and 
church activities He siiceeds 
A1 ert J. Zuk. who was ilected 
to the new Boarxl * of 
Supervisors. 

* # • 

IN OTHER actions^ the 
Board of Supervisors ctmbed 
the $ 1 4 2.4-miUion qounty 
budget for 1968-69 and 
tiimined a number of 
appropriations in ord^r to 


come^p with enough to offset 
a potential $844,600 deficit. 

The major portion of the 
imbalance occuned when labor 
contract settlements exceeded 
what was appropriated by 
$747,000. 

The Supervisors also 
allocated $8,000 for the leasing 
of temporary quarters foMhe 
23-member citizens grand jury 
in a Downtown Detroit office 
building. 

Following the meeting, the 
supervisors and supervisors- 
elect were honored at a 
luncheon at the Veterans 
Memorial Building. 

The event was sponsored by 
the elected officials and 
department heads of the 
County and City of Detroit. 

The retiring supervisors 
received certificates of 
appreciation citing their 
achievements. 


BELLEVILLE - David J. 
Payne, 25. an irumictor at 
Ltiiuiu^n College, E»jniuir»i, 
Illinois, was struck by a car and 
fatally injured Tuesday night, 
Dec. 24 while on a holiday visit 
with his family that resides in 
Belleville. 

Wayne County Sheriff’s 
Road Patrol detectives were 
completing their investigation 
of the fatal accident Monday in 
preparation to presenting all 
the facts to the Wayne County 
Prosecutor's office for the 
possible issuance of a criminal 
warrant. 

Payne was struck and killed 
in front of 50083 South 
Expressway Service Drive 
around 11 p.m., by a car being 
driven by Garence Begin, 44, 
of Garden City, who was 
released pending further 
investigation by sheriff 
deputies. 

Funeral services for Mr. 
Payne, son of Mr. and Mrs. 
John D. Payne, of 218 South 
street, Belleville, were held on 
Saturday, Dec. 28, at 1 p.m. 
from the Roberts Bros. Inc., 
Funeral Home. Burial was at 
Hillside Cemetery, Belleville. 
Rev. Allen B. Rice, II, pastor 


of the First United Methodist 
Church, officiated at the 
services. 

MR. PAYNE, who was born 
Sept. 2, 1943, in Ypsilanti, is 
survived by his parents, John 
and Florence Payne; a brother, 
Richard A. Payne, currently a 
member of the U. S. Army. 

Sheriff deputies reported 
that Payne’s car apparently 


broke down just 
accident. He was 
tne service drive witt*' 
Jogs when the crash 

Begin told officers 
thought he saw 
throw a dog in 
car.” He applied 
an impact and had 
that he hit a dog. 

(See ACCIDENT 


Tax Exemption 
Reminder is Issued 


Planners to Hear Rezoning Petitions 


:aruig at 
hip Hall, 


BELLEVILLE - The Van 
Buren Planning Commission 
will hold a public he: 
the Van Buren Township 
46425 Tyler Road, Jan. 8. 

The hearing will be on 
petitions to amend the Zoiyng 
Law;; regarding various zopes 
and descriptions of land, 
located North of I-5>4 
Expressway to Tyler Road and 
west of Belleville Road. 


The land parcels totaling 
some 100 acres in one large 
section is now mostly vacant 
land Atchinson Ford Sales, 
located in the land area is not 
involved in the rezoning 
petitions under consideration, 
Mrs. Erma Jean Payne, 
commission secretary, said. 

The rezoning petitions 
requesting approval of various 
current zone classifications 





NEW AUDITORIUM - Romulus School Board has approved the construction bids for a 
new Auditorium and Administration Offices \vhich will be additions to the present Romulus 
Senior High School. Bids on an Auto Shop Addition to be located at the southwest corner of 
Ihe high school were also approved. Above in an architect’s sketch of the proposed budding 
program to get underway soon. To the right is the high school. 


now existing in the land parcel 
was filed by Avern Cohn, 
attorney for Richard Sloan 
•with offices at 16866 Schaefer 
Road, Detroit. 

Zone classifications to 
multiple dwelling, general 
business and planned shopping 
are requested by Sloan. 

It has been reported that a 
shopping center is being 
planned for the area. 

Chamber 

Membership 

Hits Record 

BELLEVILLE - The 
Belleville Area Chamber of 
Commerce closed the year of 
1 9 6 8 with a record 
membership, Theodore F. 
Kuckelman, executive director, 
disclosed. 

Current membership of the 
Chamber now stands at 118 
members, the highest in the 
history Qf the organization. 

When Kuckelman assumed 
the executive directorship in 
May, of this year, member 
roster stood at 58 businesses. 

One of the major goals of the 
new year is “continued 
membership gain,'* the 
Chamber’s Board of Directors, 


It’s time for eligible senior 
citizens to apply for their 
property tax reduction under 
Michigan’s Homestead Tax 
Exemption Law, which saves 
more people more money each 
year. 

Last year this law meant an 
average saving of $104 to 
184,000 senior citizens. The 
state spent $19,300,000 
reimbursing local units of 
government for the tax loss. 

All eligible Michigan 
homeowners who are 65 years 
of age and over will need to file 
an affidavit at their local 
assessor's office for a tax 
reduction for their 1969 taxes. 
Those who applied last year 

must file again. 

• • • 

APPLICANTS MAY file 
between Jan. 2 and sometime 
in March, a date set by each 
local assessor’s office. There 
are no Ren provisions attached 


to the Homestead Tax 
Exemption Act, and there will 
be no attempt by state or local 
governments to collect from 
the heirs or otherwise attach 
the property. 

Michigan residents of more 
than five years, aged 65 or 
over, are eligible for the 
exemption if their homestead 
and real property tax value 
does not exceed $20,000, and 
their gross income does not top 
$5,000. 

Each applicant must supply a 
deed, land contract, or 
mortgage; a birth certificate or 
other legal proof of age; a 
recent tax bill or bills for all 
real property owned; and his 
social security number. 

He should be prepared to 
give the true cash value of 
property owned out of the 
state of Michigan, and a 
statement of income. 




We're 
sending you all 
our best wishes lor the New Year. 
Our thanks lor the pleasure ot serving you. 

R. HENRY CANTIN 

RUTH W. LINDSAY 

DIANE FERGUSON 


BERT OSTERBERG 
LEE SMITH 
DALE LARKIN 
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BUTTERFIELD THEATRES 


ANN ARBOR 


Ml CHI GAN/S65-6290 


starting Friday 3rd 
"SECRET 
CEREMONY" 


Stephen McQueen 


starts Jan. 1st 
KfcTTY POISON 


0MVE4N 


‘Long Division?’ 

By WILLIAM LOYD 
Math Teacher 

BELLEVILLE - Remember the Vaudeville “mathematical 
wizards” who astounded audiences by multiplying large 
numbers in their heads? 

Their secrets arc still closely guarded, but here is one way 
they probably did it. You can use this same system also, and 
multiply large numbers in your head. 

Let s start with a short two digit example: 

47 x 23 = First step: Multiply the right hand figure of the 
multiplicand, the 7 of the 47, by the right hand 
figure of the multiplier, the 30 of the 23. For the 
answer, put down the 1 of 21 and carry 2. Second 
step: To obtain the next figure of the answer, the 
one that is to go under the 2 of 23, by finding two 
numbers (two partial products) and adding them 
together. These two numbers are found by 
multiplying two pairs of figures which are called 
the “outside pair” and the “inside pair”. Draw a 
line from the 3 of 23 to the 4 of 47, these two 
numbers are the “outside” pair, 3x4. Draw 
another line from the 2 of the 23, to the 7 of 47, 
these two numbers 2x7, make the “inside pair”. 
(This line, you will notice is inside of the other 
line.) Now add together the products of these 
pairs, 12+ 14, and the 2 that you carried equals 
28. For the next number to the answer put down 8 
and carry 2. Last step: Multiply the left hand 
figure of the multiplicand, the 4 of 47, by the left 
hand figure of the multiplier, the 2 of 23, 2 x4 
equals 8 and add the 2 that you carried and 10 is 
the last figure in the answer. Now the answer is 
complete. 

You can multiply any size number by any two digit 
multiplier in your head' by repeating the second step which uses 
the “inside” and “outside pairs”. Note the first and last steps 
are always the same. 

Try these: 34 x 27, 4732145 x 23. The answers are 918, 

and 108,839,335. 

(Editor’s Note: William Loyd teaches Math at Belleville 
Junior High . The above article is the tenth of a series on Math 
Magic.) 


Boat Show Announces 
“Dreamboat” Contest 


47 x 23 


42 x 23 
81 


47 x 23 
1081 


FIRE DAMAGE TO SNACK BAR AND RESTAURANT - Shown above is the interior of 
the snack bar and restaurant jn Metro's South Terminal Building after firemen from Romulus 
Township and Taylor along with airport firemen extinquished the blaze that halted flights at 
the airport for nearly an hour. Smoke sweeping into the control tower caused controllers and 
radiomen to cease operations because of coughing and tears. (Photo by Bill Balogh) 

Perk Up When The Post-Holiday 
Goodfellows Say Thanks Doldrums Hit; Join a YMCA Class 


NEW BOSTON - Contribu- 
tions to the Huron 
Goodfellows Newspaper Sale 
Campaign this year totaled 


S 1,035, it was announced 
Monday by the Goodfellows. 

The annual Newspaper Sale 
was held on Dec. 21. Paper sale 
donations were used to make 
this Christmas a merry and 
happy one for the some 35 
needy families in the township 
and their children. 

A sincere thanks to all those 
who assisted the Annual 
Goodfellows Drive was issued 
by Huron Goodfellows 
Association. 

FIRE 

(continued from page 1 ) 

3,500 persons in the terminal 
at the time of the fire were 
evacuated without incident. 

Approximately 28 flights 
scheduled to depart from the 
airport were held up and 
between 35 and 40 incoming 
flights were diverted to Willow 
Run Airport, Cleveland, 
Chicago and Minneapolis. 

Normal flight operations 
were resumed $:50 p.m. 
Passengen in flights on the 
runways when the control 
tower was abandoned were, 
ordered to remain in their 
planes until 5:50 p.m. 

Would-be passengers were 
evacuated from the main and 
upper floors. They spent over 
an hour jammed in Jrays 
leading onto the main floor of 
the south terminal. 

Floors below the terminal’s 
main floor were not evacuated 
but were directed to exits and 
they stayed near them during 
the duration of the fire. 


MOVIE GUIDE J 

LA PARISIEN Quo Vadis \ 

Entertainment 1 i 

Center ■ l 
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Don’t feel let down by the 
after-holiday blues. Join one of 
the six Homemaker’s Holiday 
winter classes being offered by 
the Western Wayne County 
YWCA. 

Registration for classes will 
be from 10 a.m. to 3 p.m. 
Jann. 8 in Room 220 of the 
Rosedale Gardens Presbyterian 
Church, Hubbard and West 
Chicago, Livonia. All classes 
meet on Wednesdays at the 
Church. 

Experts from various fields 
in interior decorating will be 
instructors for the eight week 
session of Interior Decorating. 

Other classes offered are 
Bridge 1, Rhythmic Exercises, 
Household Repairs, China 
Painting and Informal Bridge. 

The YWCA also provides a 
nursery, for a nominal fee, for 
children two to six years of age 
of mothers taking classes. 

Mrs. Eleanor Kleifeld will 
teach Bridge 1, giving 
instruction in basic point 
count, playing of hands and 
responses. The 10 week course, 
which will cost S10, will meet 
. from 1 0 a.m. jto r.ooi>. 

Rhythmic Exercises, the 
Danish system of exercises, will 
again be taught by Dixie 
Bjarnson. The class will meet 
from 10 a.m. to 1 1 a.m. for 10 
weeks. It costs S8. 

Household Repairs, 
scheduled for 10 a.m. to noon 
for six weeks, include minor 
electricity, plumbing, patching 
and various necessary 
household knowledge. 

Mrs. Betty Runyon will 
teach the art of decorating 
cups, plates, vases and jewelry 
in the China painting class. The 
class will meet from 1 p.m. to 


3 p.m. for 10 weeks. The fee is 

$ 10 . 

The informal bridge class, 
open to anyone interested in 
playing bridge, will be from 1 
p.m. to 3 p.m. for 10 weeks 
and the fee is $5. 

Except for one evening class, 
all classes for Interior 
Decorating will be from 1 p.m. 
to 3 p.m. The fee is $8. 

A representative from Zellers 
Interior, Livonia, will discuss 
drapery and upholstery on Jan. 
15. The following week Mrs. 
B odman will talk on 
accessories and color schemes 
and on Jan. 29 she will discuss 
furniture arranging and 
problem rooms. 

Wallpapering and painting 
tips will be given by Mr. Green 
of Pease Wallpaper and Paint 
Co., Plymouth, on Feb. 5. 

On Feb. 12 the class will 
have a guided tour of Robinson 
Furniture, Wonderland, to 
learn of furniture trends. The 

Su mpter 

Home Hit 
By Fire 

SUMPTER - A Sumpter 
Township residence was 
destroyed by a fire last 
Thursday, Dec. 26. 

The home is that of William 
Borener at 46055 Reed road. 
Sumpter Township fireman 
reported that the fire damaged 
more than 80 per cent of the 
house. No one was iqjured. 

Borener was at work and his 
wife and child were not at 
home when the fire (cause not 
reported) broke out. 
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next session will cover 
furniture refinishing. 

The only evening class will 
be on Feb. 25 when, Mr. 
Holland of Beckwith-Evans, 
Livonia, will discuss fiQor 
coverings. 

Winding up the class will be a 
tour and lunch to Hamilton 
Avenue, antique row, on March 
5. 

The Western Wayne County 
YWCA, a Torch Drive 
supported agency, serves 
women and girls in Westland, 
Garden City, Livonia, Wayne, 
Romulus, Belleville, Inkster, 
Dearborn Heights, Dearborn, 
Taylor and Canton Township. 


DETROIT - When the 11th 
annual Greater Michigan Boat 
Show opens at Detroit 
Artillery Armory Jan. 25, 
among the more than 600 real 
boats will be 100 dreamboats 
designed by Michigan children. 

The pictures will be chosen 
from entries in a “draw your 
dreamboat” contest held in 
conjunction with the show. 
The contest was announced by 
Donald R. Stewart, show 
manager. 

Eligible are children living in 
Michigan who were bom after 
Dec. 31, 1957. 

Entries may be in any 
medium - crayon, watercolors 
or other — 1 1 by 1 4 inches or 
smaller. They should be mailed 
to The Big Boat Show, Detroit 
Artillery Armory, 15000 W. 
Bight Mile Rd., Detroit, 
Michigan 48237. They must be 
received before Jan. 15. On 
the back of each entry should 
be legibly printed the name, 
address, phone number, and 
birth date of the contestant. 

ENTRIES BECOME the 
property of the boat show, and 
none can be returned, explains 
Stewart. 

Top prizes for the most 
original entry in each of two 
age categories is an Aero-Craft 
runabout on a Little Dude boat 
trailer. One hundred 
semifinalists will receive free 


3020 WashteMw. Ph. 434*1712 
B.fwt.n Ypiil.nti 8 Ann 


tickets to the boat show for 
their families and will have 
their dreamboat pictures 
displayed. 

The 14-ft. blue fiberglass 
boats, rated for use with up to 
a 45-hp outboard motor, are 
donated by Aero-Craft Boats 
of St. Charles, Mich. 

The Larry Johnson Co. of 
Madison Heights, Mich, 
donated the trailers. Johnson is 
a director of the Michigan 
Marine and Snowmobile 
Dealers Association, sponsor of 
the Greater Michigan Boat 
Show. The show runs through 
Feb. 2. 


ACCIDENT 

(continued from page 1 ) 

Deputies reported that Begin 
told them that he backed his 
car, got out and found the 
dead dog in the middle of the 
service drive. He told them that 
he didn’t see Payne. 

He said that he tried to find 
the owner of the dog by trying 
several homes in. the area. 

Officers discovered the body 
of Payne near the accident 
scene and the second dog that 
was slightly iqjured. 

It appeared to officers that 
Begin struck Payne and both 
dogs with his car at the same 
time and they indicated that 
what Begin saw was Payne 
pulling his dogs out of the car’s 
path. 
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ENTERTAINMENT 
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NOW! 
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DAVID O.SELZNICKS psowcnoKOf 

MARGARET MITCHELLS 

GONE WITH 
THE WIND" 

CLARK GABLE 
MEN LEIGH 
LESLIE HOWARD 
OLWLUeHAYUMND 


A SaZNCK INIERNAIKWAL PlCtlK • MOOR flOBC • aai *• ■ METRO GOUWW NM9 ar ■ ~ 

SttREOPHOKC SOU® MtlftOCOMX 0 


UGM 


You and your wife talk over which 
Golden Passbook feature you like best. 




our heartfelt wish that this Christmas 
season brings you peace and happiness. 


We will be closed Christmas Eve at 6 P.M., Christ- 
mas Day and New Year*s Eve at 6:00 P .M. Skipper s 
Table will be open New Years Day. 


SKIPPER’S TABLE 


Two locations to serve you: West Seven Mile block 
West of Livernois and Plymouth at Farmington Road 
in the Sheldon Shopping Center. 


It might just take you all evening. We 
know you’ll like the fact that we 
continuously compound 5% interest so 
you get the highest possible earnings 
on bank time savings in Detroit. And 
your wife will appreciate the fact that 
Golden Passbook makes you eligible 
for free no-minimum-balance checking. 
And you can always get your money on 
90 days’ notice. All it takes is $500 to 
open an account. But don’t take too 
long talking about it. With a lot of 
financial institutions paying quarterly 
interest on savings, you can collect it 
now and move your money to where it 
works harder for you. So move it— 
to Bank of the Commonwealth. 


BANK OF THE COMMONWEALTH 


Mambar Ttdmi I Oaposft townees Corporate* 


Stop in at one of these convenient locations: 
Belleville Road 1-94 (Van Buren Township) 
Metropolitan Airport (Romulus Township) 














Install 

Pastor 


NBD SPORTS FILM - Officials of Romulus High School have received a new instructional 
sports film series being made available to area high schools by National Bank of Detroit. 
Accepting the films are left to right, A1 Duva. basketball coach; Ed Baum, athletic three tor; 
Robert L. McConeghy, superintendent of schools; NBD Manager Edmund A. Galazka, and 
Lowell Johnson, baseball coach. (see story page 10) 

Belleville Chamber Lists 
New Year’s Objectives 


BELLEVILLE - The 
Presbytery of Detroit will 
install the Rev. Wilson F. Wood 
as Pastor of the Belleville 
United Presbyterian Church 
this Sunday, Jan. 5, at 4:00 
p.tn. 

The services of Installation 
will be held at the Belleville 
United Presbyterian Church, 
1 1900 Belleville road. 

The Rev. Virgil L. Jones of 
Detroit, vice moderator of the 
Presbytery of Detroit will 
officiate at the services. The 
Rev. Lawrence F. Cole of 
Saline, Michigan is to deliver 
the sermon. 

Other ministers participating 
in the service will be: The Rev. 
Frank Fitt of Ann Arbor, The 
Rev. Ralph Fogal of Westland, 


BELLEVILLE - The 
Belleville Area Chamber of 
Cothmerce is entering the New 
Year of 1969 with a 
stepped-up program calling for 
renewed emphasis and greater 
participation in the residential 
and business life of the 
community. 

The four announced m^or 
objectives of the Chamber’s 
record membership (118 
business) is an increased 
continuance of last year’s 
activity in the fields of 
education, community affairs, 
industrial and commercial 
development for the Belleville 
area and for a continued gain 
in membership to 150 during 
the new year, Theodore F. 
Kuckelman, executive director, 
disclosed. 

V arious committees have 
been set up in these areas with 
responsibilities of seeing that 

JA Names 
McMaster 
PR Counsel 

Junior Achievement of 
Southeastern Michigan, Ino. 
has appointed McMaitcr 
Aiiociatoa-Publlc Relations as 
Its public relations counsel. 
Edward Natal, J.A. executive 
vice president, made tho 
Announcement. 

Junior Achievement Is a 
non-profit organization created 
to give high school students 
opportunity to learn the 
American free enterprise 
system through their own 
initiative. 

More than 6,000 teens are 
currently running miniature, 
J.A. companies throughout the 
dx-county area. It is the largest 
J.A. operation in the world. 


the aims of these committees 
are stressed and members unite 
for the future growth and 
betterment of the community. 


IRV WALLACE incoming 
Chamber president, 
commented: 

“With a membership of 118 
area businesses I feel that the 
Chamber is becoming a vital 
influence in community affairs. 
While we are out to develop the 
business and industrial life of 
the city this, and community 
affairs, requires the 
cooperation and assistance of 
taxpayers and all residents. 

“Community affairs will be 
an important objective of the 
Chamber’s 1969 operations. 
Basically the Chamber doesn’t 
want to get into politics. Our 
primary area of purpose is to 
help the city and its residents 
maintain a progressive attitude. 
There have been instances in 
the put when an energetic 
spirit and progresaiveness were 
required but were inadequate 
on proposals that most felt 
would be for betterment of the 
community. 

Wallace announced that John 
Barber, local automobile 
dealer, has been named 
chairman of the Community 
Affain Committee. He Is 
currently vice-president of tho 
Chamber. 

tee 

HE STATED that last year 
the Chamber pledged to work 
toward education awareness 
and Its Improvement. This will 
continue during the new year, 
but with greater omphuia. Miss 
Barbara Rogallo, Chamber 
secretary, has been named 
chairman of the Education 
Committee. 

Greater effort to bring about 
coordination between the 
Industrial Development 
Committees of the City and 
Van Buren Township will be 
made in the areu of industrial 


and commercial development. 
A chairman for an Industrial 
and Commercial Committee is 
to be named at a later date. 

Wallace also announced a 
new policy on holding 
meetings. Only four major 
meetings will be held during 
the new year. 

Three of the meetings will be 
general membership meetings 
and one will be devoted to just 
having fun. 

Dates of the meetings arc 
Feb. 6, May 8, which will be a 
social and fun fest by 
members, their wives and 
guests, Sept. 25 and Nov. 20. 

In the event an emergency 
and special session is required, 
the Board of Directors will so 
notify membership, he said. 



REV. WILSON F. WOOD 

and The Rev. Douglas Carter of 
Troy. Bernard Boyd and 
William Pike of Belleville will 
also participate in the 
installation. 

Mr. Wood comes to Belleville 
from Plainwell, Michigan, 
where he has served as pastor 
of the First Presbyterian 
Church of Plainwell since 
1963. 

A reception for members and 
friends of the Belleville United 
Presbyterian Church will be 
held at the church following 
the afternoon service. 


Chamber Chatter 

By THEODORE F. KUCKELMAN 
Executive Director 
Chamber of Commerce 

A deserter, about to be executed, win blindfolded. 
The sergeant of the firing iquud asked him If ho wanted 


I cigarette. 

"No thank you,' 
smoking." 


said tha prisoner. 'Tin trying to quit 



in business 


Full board moating Is tho last Thursday of every month 
at 8 p.m.. in the Chamber oflico, The llrst meeting will 
be Jan. JO. Board mombm Murk your calendar 

• • « 

First full board and membership meeting will he Feb. 6, 
Tho time and place will be announced 

• • • 

Board and membership inerting and ' l adles' Night" 

will bo May M. Tho time and place will hr announced 

• * * 

Our tenoral membership Is now at I IN Our objective 
for 1969 Is 150 members 

• * • 

Statements for 1969 will be mailed the first week in 
January, 

• • • 

MEMBERSHIP DUES arc deductible from your 
income tax as a business expense. 

The Internal Revenue Department’s Cumulative 
Bulletins 2 says on page 105 "Membership fees or dues 
paid by individuals and corporations to n Chamber of 
Commerce ... are deductible from gross income as a 
business expense, provided the Membership is employed 
as a means of advancing the business interests." 

• ♦ • 

The Chamber is a clearing house for complaints of all 
kinds, usually referring people to proper channels for 
handling their problems. The Chamber works with other 
organizations and informs new comers of the types of 
clubs and church facilities offered in our City. The 
Chamber is interested and works toward bringing better 
facilities into our city. 

Chamber of Commerces have become recognized as 
second only to governmental agencies as a source for 
accurate and authentic information. 

If you ask, “What does the Chamber do for me?’’ We 
ask you, “What do you want your Chamber to do?" 
Please let us know. This is your organization, tell us 
what you wish . . . What is your problem? 

• • • 

Your Chamber would like to thank you for the lovely 
cards we received and wish everyone good health, 
happiness, and success for the coming new year. 


. 


CJeary College offers one, two and four-year programs 
leading to a diploma, associate degree or bachelor’s 
degree. At Cleary you learn more so you can earn more 
upon graduation. And the prestige of a Cleary business 
education assures you of a more rewarding future. 
Because Cleary College specializes in training you for a 
successful management, accounting or secretarial career, 
more jobs are available than Cleary can supply 
graduates to fill. 

When terms start: 

Winter January 6, 1969 

Spring March 24, 1969 

Summer June 23, 1969 

Fall September 22, 1969 

Day and Evening Classes— 8 a.m. through 3 p.m. daily; 
evening class hours available Monday through Friday for 
one, two or three nights a week. 

■MR Mica CIH... 

-mu. 

Please send me your free catalog. 

I am Interested in the term. 

Name 




GIVE 

YOUR 

LOVED ONE 
A CORSAGE 


we send flowers 
and plants anywhere 


Address 
City 


State 


Zip Code 


Phone. 


I 

I 

- I 


CLEARY COLLEGE 

SPECIALISTS IN BUSINESS EDUCATION SINCE 10t3 
_ ^IJ^Wa^tenaw, Y poll anti, Michigan 081 97 Phone HU 3-4400 


Coy Kendall 

FLOWERS, INC. 


43440 BEMIS RD.. BELLEVILLE 0X0-2881 


OPEN NEW ERA IN GOVERNMENT 

New County Board of Supervisors 
To Take Oath of Office January 3 

A new era in local from sineie-member ,Hi«rrirtc i ^ " 


A new era in local 

S ovemment will open Friday, 
an. 3, when memben of the 
flrit directly-elected Wayne 
ra of “ 


Supervisors in 
their oaths of 


County Boari 
history take 
office. 

The oath-taking ceremonies 
will be held at noon In the 
City-County Building 
auditorium. Families and 
friends of the new supervisors 
will attend. 

The new 26-aeat county 
legislative body replaces a 
135-member Board of 
Supervisors which was made up 
of city and township officials 
and appointees of city officials. 

The general form of the old 
board had existed since 
Michigan achieved statehood in 
1837. 

• • • 

AN ACT of the State 
Legislature required all 
counties to revamp their 
boards in line with the 
“one-man, one-vote” concept 
set forth by the United States 
Supreme Court. 

The Legislature directed that 
county supervisors be chosen 


from single-member .districts on 
a partisan basis. Wayne Cdunty 
was divided into 26 districts, 
each with a population of 
approximately 100,000, by a 
special County Apportionment 
Commission. 

Members of the new board 
were elected in the General 
election last Nov. 5. They will 
be responsible for setting 
over-all policy for the county 
government and for making all 
spending decisions which affect 
the S 1 42.4-million county 
budget. 


THE NEW supervisors 
represent a cross section of 
Wayne County’s 2.7-million 
population. They have 
backgrounds in business, 
organized labor, the 
professions and government. A 
number have held elective 
office at the local or state 
levels and seven have been or 
are members of the Board of 
Supervisors. 

There are 23 Democrats and 
two Republicans. One of the 
26 seats is vacant due to the 


death of Dr. Joseph G. Molner, 
former city-county health 
commissioner, shortly after his 
election as a Democrat from 
the 13th District on Detroit’s 
west side. 

Filling the vacancy by 
appointment will be among the 
first matters taken up by the 
new board. Other top priority 
items will be the election of a 
board chairman and adoption 
of new rules of procedure. 

FOURTEEN OF the new 
supervisors are from Detroit, 
which has 60 percent of the 
county population, and 1 1 are 
from he suburbs. 

Some of the districts lie in 
both Detroit and suburban 
areas. The new supervisors are: 

First Dist. - Mike Novak, 
Detroit; Second Dist. - George 

F. Killeen, Detroit; Third 
Dist. - William R. Bryant, Jr., 
Grosse Pointe Farms; Fourth 
Dist. — Joseph F. Young, 
Detroit; Fifth Dist. — Freddie 

G. Burton, Detroit; Sixth 
Dist. - Jerome A. Szymanski, 
Detroit; Seventh Dist. - Eugue 
A. Sikora, Detroit; Eighth 


Dist. - Albert J. Zak, 
Hamtramck. 

Ninth Dist. - Frederick 
Yates, Detroit; Tenth 
Dist. - William L. Dunbar, 
Detroit; 11th Dist. - Paul 
Silver, Detroit; 12th 
Dist. - John H. Shepherd, 
Detroit; 13th Dist. - Vacant; 
14th Dist. - Thomas P. 
O’Rourke, Detroit; 15th 
Dist. - Philip A. Tannkn, 
Detroit; 16th Dist. - N. Frank 
Cylkowski, Detroit; 17th 
Dist. -John S. Cook, Jr., 
Detroit; 18th Dist. - Rudy 
Hickey, Ecorse; 19th 
Dist. - Harvey J. Beadle, 
Redford Twp. 

Twentieth Dist. - Frank B. 
Swapka, Dearborn Heights; 
21st Dist. - Joseph Cardinal, 
Dearborn; 22nd Dist. - Robert 
L. Tripp, Lincoln Park; 23rd 
Dist. - James DeSana, 
Wyandotte; 24th 
Dist. - Edmund Bizek, 
Romulus; 25th Dist. - Ralph 
Patrick Turco, Westland; 26th 
Dist. - Carl D. Pursell, 
Plymouth. 

All are Democrats except for 
Bryant and Purse U* 


Am Attodaud Nevtpaptrt Publication 
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Drinking? Then Don’t Drive Car 


T he spiritual messages of this season are properly 
and well handled by the dedicated men of the 
pulpit. But even their earnest words will not 
completely stop the flow of liquor and assure a holiday 
free of all drinking • driving accidents. 

Not all drinkers and not all driven recognize the moral 
responsibility to handle a car with sober care. Too few 
are aware of even a little alcohol's damage to their 
physical and mental reactions. Most decline to believe 
that they will ever be an accident victim, drunk or sober. 

Local Law Enforcement officials and The Greater 
Detroit Safety Council hope at least one person reading 

Ford Is Second Lieutenant 


1 1 


BELLEVILLE Jamas B 
Ford, ion of Mr. and Mra John 
P. Ford of 17312 Elwell road, 
has been commissioned a 
second lieutenant in the U S 
Air Force upon grodutlon from 
Officer Training School (OTS) 


at Lackland APB, Tax. 

Lieutenant Ford, a 1964 

S raduata of Uellavliia High 
chool, received an A,B degree 
in history this yoar from the 
University of Michigan. 


these matter-of-fact lines decides to drive his or her car 
only when free of the influence of alcohol, during the 
Christmas and New Year's season and all the rest of the 
time. 

Hope Is, after all, part of the season spirit, too. 


Happy New Year 
to All 1 

BELLEVILLE CLEANERS 


Open daily 9-9 Sunday 11-6 

OPEN NEW YEARS EVE 9-5 


POOL TABLES 

TAX INVENTORY CLEARANCE!! 








ALL FLOOR MODELS 

DRASTICALLY 

REDUCED! 

All floor models purchased must be removed by Jan. 1st. 

All tables include balls and cues. Terms available. 

VISCOUNT POOL 

and sports 


LIVONIA 
PLYMOUTH RD 



’DRIVE 

A 

LITTLE 

SAVE 

A 

LOT’ 


ANN ARBOR 
2450 W. STADIUM 
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The New C-5 , Giant of the Skies 
To Carry Other Aircraft Also 



GALAXY AND LITTLE FRIEND - The giant 246-foot long C-5 Galaxy on a recent test flight is accompan- 
ied by an AirForce T-33 chase plane that carries two observers. The Galaxy can easily cover most of a foot- 
ball field and is the largest aircraft in the world today. Its wing span is almost three times longer than the 
Wright Brothers entire history-making flight 65 years ago this month. 


AN EDITORIAL 

We Hope The New 
Year is Good to You 

Charles Lamb put it very concisely when he said that 
“No one ever regarded the First of January with 
indifference.*’ 

Curiosity, hope and superstition have marked man s 
observance of the New Year for centuries. 

Among superstitious beliefs was that “dipping” 
provided an insight into the future. Dipping involved the 
opening of the family Bible while the head of the house, 
with eyes closed, indicated a passage with his finger; the 
text, supposedly properly interpreted, was supposed to 
fortell the good or bad luck in store in the months 
ahead. 

• 0 • 

MAN HAS always been as curious about what the 
future holds as he has been eager to learn about all 
things unknown. Have you ever noticed how many 
“forecasters” are present at New Year parties and 
gatherings? Almost everyone can tell you what is going 
to happen in the world of business and finance, in 
politics, in affairs of state, in our relations with other 
countries around the world. 

Be indifferent about the New Year? It’s hardly 
possible. Try as you may, you cannot help but dwell for 
a moment upon the personal events and happenings of 
1968. And, you cannot deny that you have some hopes 
and plans for 1969. 

We hope that it is a very good year for you. 


Bill Balogh 


Another promising role for 
this giant aircraft would be an 
advanced military airborne 
command post. Planned back- 
up for ground-based command 
centers, its mobility would pro- 
vide a survival system where 
leaders could control the re- 
sponsible strategic forces in 
the event of a general war. 

Addition of a third deck would 
give the C-5 Galaxy seven times 




as much useable floor area and 
the largest known current air- 
borne command post. One 
proposal would house electron- 
ics and technical supporting 
personnel on the lower floor. 
The upper fuselage section a- 
head of the wing and the flight 
deck would remain unchanged. 

Aft of the wing would be the 
rest stations for the operations 
crew. The new center deck 
would accommodate the com- 
mander, command post opera- 


left over 
payload. 


for a 100,000 pound 


The C-5 sky giant was a big 
step for American aviation and 
now leads this era of aviation 
far ahead of any nation in the 
world. The day is near when 
they will be a common sight 
flying in and out of nearby 
Metro Airport picking up 75 
deluxe or over 100 compact 
automobiles per trip. 

Even with its giant size, it 
will operate from an average 
tions and plans personnel, their airliner airport, Metro Airport 


display consoles, communica 
tions, and computer equipment. 

Two other C-5 projections 
could handle aerial refueling 
chores for the B-52 bombers 
and Supersonic FB-111 fighters 
through the mid-1970's. A third 
design combines the massive 
C-5 wing and tail with a fuse- 
lage optimized for tanker 
service. 

Because of the C-5's tre- 
mendous volume, nearly 35,000 


is above average and is ready 
for the future. 

“AERIAL AIRCRAFT CAR- 
RIERS! " The average reaction 
to that statement would be, 
“A what?*'. But that is just 
one mission foreseen for the 
new giant Lockheed C-5 
"Galaxy”, the largest airplane 
flying anywhere in the world 
today. 

It will be a complete new era 
in aviation history when high 
in the sky the mammouth air- 


"Candid Capers 

By Bill Balogh 


n 


cubic feet in the cargo com- plane reduces its speed and the 
partment alone, it may also be 
adapted as a flying missile 
launcher, using the Polaris 
“pop up" system. 


The Galaxy is the first air- 



rear doors open, but not for 
paratroops or cargoparadrops. 

Instead, a "Mlnijet" emerges 
from the giant cavernous in- 
terior, drifts down. .down. . 
craft in the world large enough, and suddenly, as jet power takes 
strong enough to carry and hold, speeds away, 
support a nuclear power plant Later, mission completed, 
system. the mini jet makes a rendezvous 

with the big mother ship. The 
Even after the installation of pilot snuggles lncloseai>dman- 
a unit shielded reactor in the euvers his tiny aircraft to the 
fuselage there would be room hookup position. When the 


mini jet’s hook contacts the 
extended carriage, a latch snaps 
shut. The tiny jet goes up, and 
in, and disappears behind closed 
doors. 

This is tile aerial aircraft 
carrier. 

Aircraft engineers have pre- 
jected plans, advanced pro- 
grams, and have established 
that the C-5 Galaxy's size and 
performance makes such a 
concept possible. 

One of the many other rela- 
ted missions also proposed 
for the world's largest airplane 
is that it could deliver, launch, 
and recover small fold -wing 
airplanes, drones and even 
helicopters. 

Loaded with the appropriate 
stores from an onboard stock- 
pile, attack planes could fly 
close support missions with 
ease. Or the mother ship may 
be adapted to new advanced 
rescue assignments, carrying 
medical packs that stopped - 
rotor helicopters would deliver 
to the ground. 

In all missions, and many 
more are under study, a car- 
riage riding In an overhead 
rack launches and recovers the 
mlnijet or helicopter. With the 
launch aircraft hooked to its 
rear axle, the carriage moves 
to the rear of the huge cargo 
compartment. A pivoted track 
resting against the cargo ramp 
would lower the small plane 
into the airstream beneath the 
mother ship. 



If It Fitz . . . 

Please Pass the 
Pickle Juice 


C elebrating the first day of a new year is an age-old 
custom. Nearly all peoples have marked the comipg 
of the New Year. However, the time selected as 
New Year’s Day has varied widely. The first day has been 
celebrated as early as the autumnal equinox, about 
September 21st and as late as the summer solstice, about 
June 21st. 

In most European countries during the Middle Ages, 
March 25th was the beginning of the New Year. And 
legend has it that El Cid, the great hero of Spanish 
liberation from the Moors, once won a great battle on 
New Year’s Day by giving his tired horses generous gulps 
of Spanish sherry the night before (apparently giving 
them a head start). 

While you may sing “Auld Lang Syne” when the clock 
strikes 12 on New Year’s Eve; your Japanese counterpart 
may sing “Otanjobi Omedeto Gozaimasu” (“Happy 
Birthday To YOU”) - for the stroke of midnight means 
it’s everyone’s birthday. With just as much of a roar, the 
Russian people, long ago, welcomed the New Year with 
a hundred cannon shots at midnight. Italians consider 
January 1st as part of their Uletide festival, and so revel 
until 1 2 days aafter Christmas. 


New Year’s Message 

P resident-elect Richard M. Nixon has pledged that 
“the great objective” of his administration will be 
“to bring the American people together.” 

He explained that he will have an open 
Administration, “open to new ideas, open to men and 
women of both parties, open to critics as well as those 

who support us.” . . . . . 

We hav6 the opportunity to assist the Administration 
in achieving this worthwhile objective during the year 
1969 Petty political maneuvering must give way to 
sound, positive action at the executive, legislative, 
administrative and public levels. 

Each of us should lend positive public support to 
sound constructive objectives, which not only will achieve 
the goal of togetherness, but will accelerate our 
economy into a better America for all. 


Public Letter Box 


IRISH 1CECAPADES - In one’s lifetime, sooner or later, the day comes when you just have 
run for your train, plane or bus. But as is evident in this picture, some try it the “hard way . 
Seems like this gentleman started running but on ice its a different story as he tries to 
navigate, balance and keep from going into a nosedive. From the general bleakness of the 
surroundings its easy to note that even the birds were “not walking". 


CJuU y<uuikmtt TmcumU it/ 
jltSU SxImmk SpedalUt 


T his, I guess will be about pickle juice 
and blood. 

The following is the truth, as the 
parents of any growing boy will probably 
believe. By actual count, between 5 and 9 
p.m. the other evening, our 10-year-old 
son ate: 

1 popsicle 
5 Oreo cookies 
Some pickle juice 
Another popsicle 
A bottle of red pop 
An apple 
Dinner 

Another popsicle 
A bottle of redder pop 
A frozen Milky Way 
More pickle juice 

M & M’s that did melt in his hands 
A piece of mince pic 
The last popsicle, for which he wrestled 
his sister. 

A hunk of my Hershey bar which he 
swiped and for which I whopped him. 
Halloween candy, lint-specked. 

Eddie finally went to bed, slightly 
peeved because his mother had refused to 
pop him some popcorn. 

OTHER THAN the sheer quantity, 
three other things amaze me about Eddie’s 
eating habits: 1) He’s skinny: 2) He gets 
to the kitchen and back so swiftly and 
sneakily that his sister is almost never 
able to swipe his seat which is nearer the 
TV; and 3) The pickle juice. He spoons it 
out of the jar and slurps it with loud 


By JIM FITZGERALD 

delight. I never heard of such a thing 
before I met Eddie. Is his mother raising 
some kind of a nut? 

Dieticians may accuse me of allowing 
my son to grow worms, or something. 
Sterner parents might say I’m helping to 
create a glutton. Certainly, it seems 
•easonable to wonder how I could sit 
Acre and inventory all that food without 
•nee sticking out my foot and tripping 
the little bugger on his way to the 
refrigerator. 

ft did occur to me to put a plug in 
Eddie’s mouth. But then I thought of the 
son of a friend of mine. This boy can’t 
eat. For many months he has been fed 
through a tube in his throat. He was 
grievously wounded in Vietnam. He is 
only eight years older than Eddie. 

AND I had just read about the peace 
talks. A meeting had been tentatively 
scheduled to discuss the possibility of 
scheduling an official meeting at which it 
would be discussed what to talk about at 
any future peace meetings that might be 
scl duled. 

In the meantime, while the stuffed 
shirts talk in beautiful Paris, the young 
blood flows into the mud. A parent prays 
it will never be his son’s blood. At the 
same time he indulgently builds happy 
memories which may have to last a short, 
short forever. Old Dad knows the young 
blood flows red, with or without pickle 
juice. 

Make mine with. I can always plead 
insanity - the insanity of mankind. 


OPENS JAN. 2. 


H 


TO THE EDITOR: 

There has been a lot said 
about education, in your paper 
and on the radio, but when it 
comes to the part of education 
called Co-Op, things quiet 
down. 

After a student finishes high 
school and applies for a job, 
the first thing they ask “Are 
you a high school graduate,” 
the next thing “What can you 
do.” 

This is the thing that hurts! 

I would like to see a program 
with two years of high school 
and two years Co-Op (on the 


job training) one year would 
apply for an apprenticeship 
depending on the trade. 

What about an Airplane 
Mechanic School at Metro 
Airport. This would train 
young men and young women 
for a good job after they pass 
the FAA exam. Also it would 
bring in more business to this 
area. 

Also cut down on these 
5200,000,000 Missiles to the 
moon and use this money in 
Co-Op training for your young 
men and women of the future. 

James McCullough 


ow do you make a child 
behave? 

‘Effective punishment 
must be adapted to the 
individual child, his age, 
personality, ability to 
understand, and to what 
happened before,” contends 
Dr. Margaret Jacobson, 
Michigan State University 
family life specialist. 

Correction takes many forms 
from mild disapproval to more 
or less severe punishment. 
Parents sometime use isolating, 
depriving, spanking, 
withdrawing love, ignoring, 
scolding, frightening, shaming, 
and making amends. 

A mfld form of isolation is 
restraining a child. Holding a 
child back for a long time, or 
using unusual forms of 
isolating tends to frighten a 
young child, says Dr. Jacobson. 
This is not effective with an 
older child who prefers to be 
by himself. 

“A child may not see the 
connection between being 
deprived of a favorite toy and 
his punishment,” adds the 
Cooperative Extension Service 
specialist. “Depriving a child of 
an unusual event, such as a 
circus, may be a very severe 
punishment.” 

• • • 

SPANKING AS punishment 
is not always best. Dr. 
Jacobson says that parents 
seem to find it to be a quick 
way of getting results. It is 
sometimes used when other 
means fail, to release the 
parents* own feelings of 
annoyance, or to satisfy the 
“silent but compelling 
opinions” of a neighbor or 
grandparent. 


misbehavior should a greater 
emphasis be put on 
punishment. Correcting, the 
third method, should fit the 
child and situation. 

Parents should do theif best 
to stay calm and unruffled 
when they must punish a child. 
It’s enough for the child to 
have to deal with his own upset 
feelings, he needs comfort and 
support from his parents, Dr. 
Jacobson concludes. 


Ignoring or shaming a child 
may mean loss of parental love 
which the child values highly, 
says Dr. Jacobson. This may 
get momentary results but will 
create additional problems. 

Dr. Jacobson suggests other 
methods of handling behavior 
problems: telling, approving 
and correcting. The first two 
she stresses for early 
childhood. Only when a child 
becomes capable of intentional 

New Year 
Resolutions 

ON THE LAST DAY OF DECEMBER 
WHEN THE OLD YEAR MEETS THE NEW, 

MEN WILL MAKE SOME RESOLUTIONS 
OF THE THINGS THEY MEAN TO DO. 

WHAT A LAUGH IT ALWAYS GjyESME. 

EVEN THOUGH THEY SOUND SINCERE 
FOR I KNOW THE FINAL OUTCOME, 

CAUSE IT HAPPENS EVERY YEAR. 

MAN IT SEEMS IS PRONE TO BRAGGING 
' FROM THE CRADLE TO THE GRAVE, 

SO I PAY THEM SCANT ATTENTION, 

CLOSE MY EARS AND LET 'EM RAVE. 

JUST TO CHANGE A COUPLE HABITS 
HE MAY EVEN TAKE AN OATH, 

THEN BEFORE THE WEEK IS OVER. 

TEN TO ONE HE’S BROKEN BOTH. 

ALL THESE NEW YEAR RESOLUTIONS 
WHICH WE HEAR SO MUCH ABOUT, 

WOULD IMPROVE A LOT OF PEOPLE, 

WERE THEY ONLY CARRIED OUT. 

I'VE RESOLVED TO QUIT RESOLVING.! 

THEN YOU SEE, THE WHOLE YEAR THROUGH 
I DON'T HAVE TO MAKE EXCUSES 
FOR THE THINGS I FAILED TO DO. , 

'The fljtfd Of Belleville 
Wilbert Harden 


New 34th District Court 
May Be State’s Busiest 


BELLEVILLE - “The new 
thirty fourth District Court 
will undoubtedly be the busiest 
District Court in Wayne 
County and may be the busiest 
in the State.” 

With these words as his 
opening, Judge-elect Francis D. 
Ross commenced an interview 
with your editor designed to 
reflect the scope of the work 
of the new Court. 

“It is awsome to reflect that 
our District Court covers the 
entire southwest one quarter of 
Wayne County. One area 
within the district issues an 
average of 1 10 traffic violation 
tickets and parking tickets each 
day!” Judge Ross said. 

“The Prosecutor of Wayne 
County has suggested that it 
may be necessary to assign an 
assistant to this Court for three 
days each week to handle cases 
involving violations of the 
State Penal Code,” he added. 

“Under the circumstances, I 
would like to take this 
opportunity as a citizen to 
express my appreciation and 
thanks to each of the nine 
justices of the peace whom 1 


am replacing for the "Believe me, the thirty 
performance of their duties in fourth district court expects to 
past years. The acceptance of be very busy in it’s court room 


WILLI AMS VI LLE, N.Y., 
AMHERST BEE: “FBI 
Director J. Edgar Hoover said: 
‘Freedom of the press, one of 
our oldest and most chreished 
constitutional safeguards, has 
served our nation uniquely and 
well throughout the years. It 
has rightfully become a prime 
hallmark of a truly free and 
vigorous society.” 


this number of cases and 
processing them to conclusion 
under the difficult 
circumstances of assembling 
prosecutors, complainants, ■ 
defendants and witnesses at 
one time and in one place 
while working on a part time 
basis must have /been a most 
frustrating \ experience.” Judge 
Ross stated. 

The new District Court 
Judge said that the Court will 
have the advantage of having a 
central administrative system. 
He hoped that with such a 
system he can eventually 
replace the nine Justices of the 
Peace and their five full time 
and nine or more part time aids 
with about seven full time 
clerks, deputy clerks and 
others. 

“This would be based upon 
the work load presently being 
handled. As litigants begin to 
take advantage of the higher 
jurisdiction fo our Court, more 
people will be necessary to 
proper administration,’ 1 he 
said. 

“I would like to again 
express my appreciation to the 
Van Buren Township Board for 
making their facilities and 
offices available to my 
secretary and myself during the 
past month and to each and 
every member of the staff and 
their employees for their many 
kindnesses and their 
cooperation when our 
telephone load and business 
must have interfered with what 
they were doing. 



at the Van Buren Township 
Hall on and after Jan 2, 1969. * 
Judge Ross Concluded. 
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Mead .Peacock Elected to I Neudeck, Kreger Get New Terms] Kiwanis To install Slate 

/ n. >., . ^ . .. . _ . _ PnMItl lie l..».1l.*U. O 1 it I. ..Jll .1 f _ j:_ 

Top Security Bank Posts 


Lowell L. Peacock, former 
executive vice-president of the 
Security Bank and Trust 
Company, was named the 
firm’s president and chief 
executive officer at a meeting 
of the board of directors Dec. 
17. 

Clarence R. Mead, who 
formerly held the dual post of 
president and chairman of the 
board, will continue in the 
latter position. 

Announced by Mead this 
week were other changes in the 
Firm’s executive positions, 
approved by the directors at 
the Dec. 17 session. 

Promoted from assistant 
vice-president posts to 
vice-presidents were Arthur S. 
Boluch, Arnold Brandemihl 
and Edward A. Cover. 

Stewart E. Hendry was 
elevated from assistant 
vice-president and assistant 
controller to vice-president and 
assistant controller. 

Promoted from assistant 
vice-president and manager 
positions to vice-president and 


managers were Eugene Maurice 
and Robert F. McDermott. 


committee of Group 10 of the 
Michigan Bankers’ Association. 



CLARENCE MEAD 

Other promotions approved 
Dec. 17 included Howard R. 
Neubacher, from manager to 
assistant vice-president and 
manager: Edwin A. Freda, 
from assistant supervisor to 
assistant vice-president: Ronald 
M. Bosrock, from trust officer 
to assistant vice-president and 
trust officer, and James G. 
McColl, from assistant trust 
officer to trust officer. 


LOWELL PEACOCK 

He and his wife, Mary Louise, 
and their five children live in 
Trenton. 

Boluch began his career with 
Security Bank in 1950, in the 
consumer-credit department. 
He served as manager’s 
assistant in both the Ecorse 
and Allen Park offices before 
entering the Army in 1952. 

He served with the Army in 



BOLUCH BRANDEMIHL GOVER 


hendry McDermott Maurice 



Bill and Dick Hook 


Left-handers aren’t 
bom, they’re made. It’s 
still a mystery what makes 
them left-handers. It is 
believed that hand prefer- 
ence must be determined by 
something that happens in a 
child’s environment before 
or after birth. This theory 
would account for the suc- 
cess some parents and 
teachers have in converting 
•lefties.* So, parents, just 
because your child is not 
right-handed — don’t be 
upset. Maybe they’ll come 
up with the theory that 
left-handed children are 
brighter! 


A spot on that new coat? 
Don’t be upset. We, at 
HOOK’S CLEANER INC., 
are ready to serve you at 
any one of our three loca- 
tions. 32328 Michigan Ave- 
nue, Wayne.Tel.PA 2-0162; 
35 Main Street, Belleville, 
Tel. 697-8600; 37311 God- 
dard, Romulus, Tel. 
941-1010. Fast 1-day ser- 
vice on cleaning. Drapery 
specialists. 


HELPFUL HINT: 

To keep mirrors from 
steaming, wash them with 
soap and then wash clean. 


Also elevated to officer 
status were Lawrence W. Allan, 
assistant manager: John Rush, 
assistant cashier, and Emil 
Meissner, collection officer. 

Peacock began his banking 
career in 1947 with the Flat 
Rock Savings Bank, and joined 
the Security organization - 
then known as the 
Ecorse-Lincoln Park Bank - in 
March, 1 948, in the 
installment-loan department. 

He served with the Air Force 
for two years during World War 

II. 

He was appointed assistant 
cashier in 1960, and four years 
later was transferred to the 
commercial-loan department. 
He was advanced to assistant 
vice-president in 1955, and 
vice-president in 1956. 

Peacock holds a graduate 
certificate issued by the 
American Institute of Banking, 
and has taken special courses in 
trust and investment. 

In 1955, he received a 
certificate at the Rutgers 
University Graduate School of 
Banking. He also has 
completed courses in 
management application of 
electronic data processing at 
the International Business 
Machines Corporation (IBM), 
in Endicott, N.Y. 

Additional educational work 
includes studies of the United 
States treasury and federal 
reserve system at the 
University of Michigan, as well 
as courses for senior bank 
officers at the Harvard 
Graduate School of Business 
Administration. 

Peacock is a former member 
of the board of directors of 
Robert Morris Associates, 
Michigan chapter, a national 
organization of bank credit 
officers. He is a director of the 
National Retirement Life 
Insurance Company, a past 
secretary and treasurer of the 
Ecorse Rotary Club, and has 
been active in Junior 
Achievement. 

In addition Peacock is a 
member of the executive 


the Far East during the Korean 
War, and returned to the 
bank following completion of 
his military duty in 1954. 

He was assigned to the public 
relations department, and 
named an assistant cashier in 
1955. In 1963, he was 
promoted to assistant 
vice-president. 

Boluch is a 1958 graduate of 
the School of Bank Public 
Relations and Marketing at 
Northwestern University, and 
holds a graduate certificate 
issued by the American 
Institute of Banking. 

Boluch will continue to head 
the bank’s marketing division 
in his vice-president’s post. A 
member of the Lincoln Park 
Chamber of Commerce, Boluch 
is active in business and civic 
affairs. He and his wife, Joyce, 
who are the parents of two 
children, live in Trenton. 


Philip J. Neudcck, a Detroit 
attorney, was sworn in 
(Thursday, Dec. 19), as a 
member of the Board of Wayne 
County Road Commissioners 
by Probate Judge Thomas C. 
Murphy. 

At the same time, Judge 
Murphy took the oath of office 
from Road Commissioner 
William E. Kreger, who was 
retained as a member of the 
Wayne County Board of Public 
Works. The Public Works 
Board operates through the 
Road Commission staff. 

Both men were 
congratulated by the third 
member of the Road Board, 
Michael Berry, an attorney 
from Dearborn. 

Neudeck was unanimously 
elected to his second term by 
the County Board of. 
Supervisors. He was first 
elected by acclamation in 
1962. 

Kreger, a Wyandotte 
businessman and publisher, has 

U. S. Issues 
A Reminder 
To All Aliens 

DETROIT - Walter A. Sahli 
of the United States 
Immigration and 
Naturalization Service has 
reminded aliens must report 
their addresses. 

The month of January has 
been set for the address 
reporting period. All aliens in 
the United States, with few 
exceptions, must report their 
addresses to the Government 
during that period. 

Sahli said that forms with 
which to make the report will 
be available to all post offices 
and offices of the Immigration 
and Naturalization Service 
during the month of January. 

He urges all aliens to comply 
with the reporting 
requirements, as willful failure 
to do so may lead to serious 
consequences. 

Sahli would like to caution 
all aliens, as well as employers, 
that the issuance of a Social 
Security Account Card to an 
alien is not evidence of 
permission to work in the 
United States. Only those 
aliens lawfully admitted to the 
United States for permanent 
residence (immigrants) and 
those aliens temporarily in the 
United States (non-immigrants) 
who have been authorized by 
the Service to take 
employment may work in this 
country. 


been a member of the Road 
Board since 1955 and a Board 



PHILUP NEUDECK 


of Public Works member since 
it was organized in 1960. 

During their terms in office, 
the Road Commission has 
taken great strides in the fields 
of public works and social and 
community advancements. 
Neudcck is currently serving as 
chairman. Kreger is 
vice-chairman. 

Hicks Graduates 
Basic Training 

ROMULUS - Seaman 
Apprentice Blaine Hicks, USN, 
son of Mr. and Mrs. Freeman 
Hicks, of 21918 Inkster, has 
been graduated from nine 
weeks of Navy basic training at 
the Naval Training Center here. 

In the first weeks of his naval 
service he studied military 
subjects and lived and worked 
under conditions similar to 
those he will encounter on his 
first ship or at his first shore 
station. 


ROMULUS — Installation 
Banquet for the newly-elected 
officers of the Romulus 
Kiwanis Club will be held on 
Thursday, Jan. 2 at the new 
Metro Inn, located on 
Merriman road, Romulus. 

The Installation will be 
conducted by State Lieutenant 
Governor of Kiwanis 
International, Henry ‘Hank’ 


Rockwell. It will also be Ladies 
Night at the banquet, Alfred J. 
Perry, president-elect, 
announced. 


The Metro Inn will now be 
the permanent meeting place 
for the Romulus Kiwanis. The 
club had been holding their 
meetings at St. Aloysius 
Church Hall. 


Bobbie Jo Restaurant 

161 SOUTH ST., BELLEVILLE 

Specializing in 

• FRIED CHICKEN 
•SPAGHETTI 

• FISH & CHIPS 


HOURS 


Mon. thru Thurs. 
6 a.m. to 7 p.m. 
FRI.6-8 
SAT. 6-3 


LUNCHEON SPECIALS EVERYDAY 




Zoning Plea Denied 


ROMULUS - A rezoning of 
approximately 27 acres in 
Romulus Township for a 
proposed Mobile Home Park 
was denied following a public 
hearing before Romulus 
Township Planning 
Commission Thursday, Dec. 
19. 

A petition to rezone the land 
parcel from its present 
Transitional classification to 
R^4 (Mobile Home District) 
was filed by the Joseph 
Investment Company of 
Detroit. 

The land in question abuts 
two current Mobile Home 
Parks — Maple Grove Home 
Part with approximately 100 


Hie New 
Winter Tire 


You can't buy a better tire 
to save your life! 

Sure footed and rugged. 
Through snow, in mud. • 3,252 
gripping edges grab and go. 

■ Extra-wide tread provides 
extra traction. • Fngi Flex 
tread.com pound keeps trac- 
tion-lugs flexible during se- 
vere cold-snow weather. • 
4-ply nylon cord construc- 
tion ■ Super quiet ride. ■ 
New low profile design. ■ 
And priced so you can’t 
make a better buy! 


775x14 

775x15 


18*8 



19.79 


whitewall, tubeless 


With safety studs add 


825x14 
815x15 

Plus Tax White Wall Tubeless 

5 75 


ea. 


SAME LOW 


PRICES ON 
SIZES 


ALL OTHER 


JOHNSON MARKET 
TIRE CO. 


4537 S. WAYNE RD. at 
PA. 2-7120 


ANNAPOLIS 

PA. 2-5370 


Moose 
Lodge Notes 

by George W. Steger 

The Loyal Order of Moose, 
Belleville Lodge No. 934, held 
their annual Children's 
Christmas Party for the 
children of the Moose members 
and the community on 
Sunday, Dec. 22, at the Moose 
Home. 

There were three parties, 1 
p.m., 3 p.m. and 5 p.m. Santa 
Claus was on hand to give out 
bags of candy, nuts and apples 
and a gift to leach child who 
attended. 

Christmas Carols and movies 
were enjoyed by all in 
attendance. Chairman Lester 
Riney and his committee 
would like to thank all who 
helped make this party a 
success. 

The next enrollment for 
the Belleville Lodge will be held 
on Saturday, Jan. 25, at the 
Moose Home at 8 p.m. This 
will also be a celebration of the 
Belleville Lodge’s 23rd 
Anniversary. 

The Belleville Lodge was 23 
years old on Nov. 25, but we 
are celebrating on Jan. 25. 
Watch this paper for full 
details. 

A New Year’s Eve party was 
held at the Moose Home on 
Dec. 31. 


units, and Royal Village with 
200 units, Joseph Wallis, 
commission secretary reported. 

Residents in the area filed a 
petition containing 1 10 
protesting signatures. 

Donald Geake, architect and 
Sam Stoller, land developer 
represented the investment 
company. 

Voting on the motion to 
deny the rezoning request was 
four to four. 

Edmund Bizek, township 
supervisor, and member of the 
commission, cast the deciding 
vote against the petition. 

It was pointed out at the 
public hearing that the 
Township has turned down 
several requests for proposed 
Mobile Home Parks during the 
1968 year. 



Boucfucts to You 

Ay am in 1968 
your CoyaC support Has 
deCped us to grow. 

From t/ie entire staff of 
Wyandotte Savings Band, 
a deartfeCt “Tdandyou 
and Best wisdesjor 
t/ie year adeadl 



Wyandotte Savings Bank 


Since i&71 



) ^ Call 

us for 

Jr yv^ service 
today! 

£ Jl ■ rftHVUH 4*t 



PLUMBING 


& HEATING 

\a5£J 

181 Modelon 


Belleville 


YPSILANTI 


BLACK ANGUS BEEF 


9012 Stoney Creek Rd. — Ypsilinti at Willis Road 

OPEN DAILY 

Appointment Nocosiary 
Phono Now for Bonus. 


483-4960 


Monday -Tuesday 
Thurs.. Fri.. Sat. 
10:00 to 6:00 
SUNDAYS 
11:00 to5:00 

'Not a frtoior Food Flan 
*No Membership Fatal 
’No Frtoior ft Beyl 
‘Locktn ft Rout 



GUARANTEED 
TO SATISFY 

If not completely satisfied, 
return withing 10 days and 
your meat will be recut or 
money cheerfully refunded 
for meat returned 



REPKATKD BY POPULAR DEMAND 1 1 



LIMITED 
SUPPLY I 
PHONE 
NOW I 


U.S.D.A. CHOICE 
DELMONICO STEAKS 


NO PURCHASE NECESSARY 

Good To Any Sincere Adult! a n. 


NO PAY TIL FEB., 1969 

Don’t Be Afraid! Orders Sold From 31 Lbs. Te 511 Lbs. 

No Money Down ! ! Just Say "CHARGE IT" 

ALL ORDERS SOLD "HANGING WEIGHT" 

100 and 1 20 Days Same As Cash — No Interest 1 1 1 



* 
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All Around The Town 


With Lee 



BEST WISHES FOR '69 


N OW THAT all the beautiful ribbons and wrappings have 
seen their demise (all that work for only a moment's 
appreciation), the turkey stands a skeletal reminder of 
overstulfing, and the mistletoe has done its duty, it’s time to 
look forward to another year. We here at the 
Enterprise-Roman wish each and all a most healthy, 
prosperous, and above all, happy 1969. 

IT’S A FAMILY AFFAIR 

CHRISTMAS, THE happiest of all holidays, is again another 
memory to tuck away for future reminiscing. Families 
everywhere enjoyed reunions along with much feasting and 
holiday ‘toasting.’ 

Out at the Peter Sala home on Savage road, the holiday was 
an especially happy time since their Californian daughter and 
son-in-law, Carol and Rudy Nasstrom, were here from Santa 
Maria with their two and a half year old son, Richard. The 
threesome drove across the country, arriving here December 
20 with plans to stay until the third of January. 

The Nasstroms have been looking up their many old friends 
in the area and have been entertained by Rudy’s family in 
Pontiac, Birmingham, and Detroit. 

A HOUSEFUL 

THE VAN ALLENS — John and Jean, of Savage road — 
could almost title their abode, “Holiday Inn” cause there was, 
literally, a houseful of family for the Christmas season. 

Jean’s mother, Mrs. Earl H. Schroeder. came in from 
Lakeland, Florida and their son, Dennis, arrived from Camp 
Le Jeune, North Carolina. Then there were Ron and Barb Van 
Allen, and their two, Mark and Robbie, who motored from La 
Grange, 111., arriving Christmas Eve. 

Making their picture complete for the first time in many a 
year were Don and Brenda Moore and little Suzanne who 
recently arrived back in the States after his Navy stint in the 
Panama Canal Zone. The two girls will remain with the Van 
Allens when Don leaves New Year’s day for school in 
Bainbridge, Maryland. Mrs. Schroeder is also planning to 
depart on the holiday after her two weeks visit. 

DINNER GUESTS 

MARSHALL AND Louise Hope invited guests to their E. 
Huron River drive home for dinner on Christmas. Joining them 
for the day were her sister and brother-in-law, Wanda and John 
Cogan, and family from Farmington; their mother, Mrs. 
E vilena Smiley; their daughter, Ann, who was home from 
Michigan State; and Lieb, Gwen, and Ray Liebeler. Two days 
later, Mn. Smiley, who’s been visiting here for the past six 
weeks, winged her way homeward to Kansas City, Missouri. 

SALINE WAS the destination for the Justin Emersons, of 
Madelon street, who Joined his mother, Mrs. Belle Emerson, 
and other members of the family for Christmas dinner. Also 
attending were Pat Emerson, who was here from New Canaan, 
Connecticut, and her friend, Bob Groeichner, of Norwalk, 
Connecticut; Bill Emeraon and his girl, Mary Ann Sietz, and 
Rick Emerson. 

Thursday, the family was invited to a buffet dinner at the 
home of Mr. and Mrs. Walter Reeves, in Uvonia, where Juity 
and 
visit 
were 

and Bob had already departed for the East. 

• e « 

THEIR FIRST Christmas in their new home on Elwell road 
was enjoyed bv Bill and Flo Hudge who'd asked a few relatives 
in for four o’clock dinner. Coming in from Brighton were Flo's 
folks, the Walter Hess's; her brother and family, Charlie and 
Janet Hess, from Ypsilantl; and the Bert Smith family and 
Mary Anne Hudge and girls (Ed being laid up with that old 
H.K. flu.) The Harvey Stabnaus and their two daughters were 
evening visitors. 

• • * 

TWO BELLEVILLE families, the Walter Skszeks, of 
Expressway drive, and the Eugene Dudas, of Clarence street, 
were in E. Detroit on the holiday to enjoy festivities at the 
John Krzezewski home ... THE JOHN BOKONS, of Willis 
road, had their immediate family and her mother, Mrs. William 
Sietz, over for dinner and the day. Joining in around-the-tree 
activities were Joe and Jan Ross and son, Joey, from Garden 
City, Jim and Barb Lewis and their trio, Mary Kaye Bokon, 
and also Kathy and Johnnie. Evening callers were the Stanley 
Sietz family from Ypsilanti and Tom and Grace Hudge and 
children. 

* * * 

HOLIDAY DOII^S at the Donovan Partridge home on W. 
Huron River drive included supper Christmas Eve prepared and 
served by their daughter, Barbie. Their guests were Gwen 
Liebeler and son, Rav, minus the man-of-the-house, Lieb, who 
was another victim of the flu bug. 

On Sunday, the 22nd, buffet dinner guests were former 
BellevQlites, the Victor Hopes, of Dearborn, and their three 
sons - the John Hopemans, who were here from Louisville, 
Kentucky, and Lt. Bill Hopeman and Bob Hopeman, both of 
Birmingham. Also included were the Partridge’s daughter and 
son-in-law, Cheryl and Dave Bernhardt and their little son, 
Jeff, from Ypsilanti. 

LOCAL DOCTORS BUSY 

DR. AND MRS. Richard Muse, of Louisa drive, had as guests 


ne oi rar. ina mn. waiter Keevei, in uvonia, wnere juity 
Marge’s daughter-ln-low, Mn. Sam Emerson (Sue), was 
ting from Worcester, Massachusetts. Bill and Mary Ann 
e also asked as were Rick and his date, Luanne Smith, Pat 



“. . . everyone who acknowledges 
me before men , 
the Son of Man also 
will acknowledge before 
the angels of God . . 

Luke 12:8 


All services here are con- 
ducted in the tradition of the faith of the 
deceased, with reverence and care. 

ROBERTS BROS., INC. 

FUNEilAL HOME 


BELLEVILLE 


OX 9-2611 



for Christmas Eve dinner her mother and sister, Mrs. Emily 
Grover and Mary Lou, from Berkley. The following day the 
Muses with Nancy and Richard drove to Warren for a gathering 
of his family at the Kenneth Muse home . . . DR. AND MRS. 
Jerry Kelly s day was filled with family visiting. They spent 
time with her sister and husband, Lois and Ray Finney, of 
Garden City, and also with his side of the family at the Robert 
Rider home, also in Garden City ... DR. AND MRS. Gerry 
Miller and daughter, Pam, (Jeff was enjoying a Florida holiday 
with his grandparents) were invited to join the Joe Wimberley 
family, of North Shore drive, for Christmas dinner. Also seated 
at their table were Dorothy’s parents, the Forrest Browns, who 
motored here from St. Louis, Missouri; their daughter, Debbie, 
home from the University of Mississippi; and daughters, Donna 
and Suzette. 

OPEN HOUSE PARTY 

THE NORTH SHORE drive home of Dr. and Mrs. W. K. 
Rekshan was the setting Sunday, December 22, for an open 
house party which included all the neighbors in the MUler 
Point circuit as well as a few friends from around town. Some 
50 to 60 persons dropped in for the five-to-eight festivities. 

Home for the holidays were the Rekshan men - Bill and 
Jim, from George Washington University, and Bill’s friend, Bill 
Rickenbacker (Captain Eddie’s nephew). Their eldest son, Pete 
and his wife, of Liberty street, left the week before Christmas 
for a two weeks holiday with her folks, the Ernest Sargents, in 
Lancaster, California. 

Bill Rekshan has since winged his way to Melbourne, Florida 
to be with his girl, Diane Hidenfelter, and her parents, the 
Harry Hidenfelters, who are vacationing in the Sunshine State. 

AN INTRODUCTION 

DR. AND MRS. Dayton (Pat) Prouty, of Sumpter road, had 
a few close friends in prior to the holiday to meet newcomers 
to Belleville, Dr. Paul Gerrish and his wife. Dr. Jo Genish (he’s 
a dentist and she’s a veterinarian.) Making their acquaintance 
over a buffet supper were Helen and Gerry Miller, Pat and 
Ernie Ryback, and Jan and John MacDermid. 

Christmas Day the Proutys played host to 
members of their family at dinner, Pat’s 
uncles and aunts, the Milton Smiths and the 
Russell Bucks; his dad, Dayton L. Prouty, 
from Dearborn; and Bonnie’s mother and 
grandmother, Mrs. Dorothy Westdyke and 
91 -year-old Mrs. Maude Burgess, both of 
Adrian. 

BUFFET PARTIES 

A BUFFET DINNER for hli co-workers 
from the U. of M. at Willow Run was on the 
social calendar December 18 for Ed and Mary Anne Hudge, of 
Haggerty road. Their guests Included the John Van Allens and 
the Ben Storemskls, of Belleville ; and the Raymond Nichols' 
and the Roland Willis’, from Ypsilanti. 

Sunday, the 22nd, the Hudges drove Into Wyandotte for an 
adult family dinner with her mother, Mrs. Wilfred Kane, 

And this past Friday, It was again buffet dinner time for 
friends from Franklin Village, BUI and Sue AUbaugh, as well as 
for local couples, Art and Joy Hill, Lieb and Gwen Liebeler, 
Bill and Flo Hudge, Ron ana Jan Slerota, and Bert and Lee 
Smith. Phoning their regrets and holiday wishes from 
Indianapolis, Indiana were Dave and Ginger Domen who d also 
been Invited. 

FAMILY GATHERINGS 

THE FAY FERGUSONS, of Judd road, had their family In 
Christmas night for supper and a gift exchange. Their son, 
Robert, was able to be home for the holidays since his 
discharge from the U.S. Army after three years. Also present 
were his wife, Lud, and their daughter, Donna; Richard and 
Barb Ferguson and daughter, Terri; and Roger and Diane 
Ferguson and their trio, all from BeUevUle. 

• * t 

JOINING THE WUliam Grahams, of Liberty street, for 
holiday dinner were Harvey and Elaine Stabnau and Tamil y, 
Jim and EUeen Graham and children, and from Ypsilanti, Bill 
and Sue Graham. 

• • • 

DR. AND MRS. Ronald Sierota and daughters were in Mt. 
Clemens prior to Christmas for a huge family get-together 
hosted by Father Paul Siroskey at his parish hall. Some 63 
persons, ranging in age from 13 months to 79 yean, took part 
m the gala party which included a buffet dinner, a visit from 
Santa who had a gift for each and all, Christmas caroUng, and a 
teen combo for that group’s dancing. Wyandotte, Ann Arbor, 
Dearborn, E. Detroit, Ecorse, Allen Park, and BeUeville were 
represented in the reunion. 

Christjnas Day, Ron and Jan and girls were in Dearborn for 
dinner with her dad and mother, Dr. and Mrs. John 
Kadlubowski, who’d also invited the John Hand family, Lucius 
Groney, and Mrs. Dena Miller, all of Dearborn, for the 
occasion. 

• * • 

VISITORS THROUGHOUT the day Christmas at the 
Edgemont street home of Mrs. Lucille Remus included the 
Matthew Krakowiaks, the Harold Bowers, from Westland, 
Jerry and Ann Remus, Celia Cebolski, Louise Bennett and 
children, and Mary Ann Remus and her fiance, Carl Gasser. 

NEW GRANDDAUGHTER 

A VERY PROUD new grandmother, Marge Roberts, visiting 
in Havelock, North Carolina, sends word back to BeUeville 
announcing the birth of her daughter, Vicki’s, first child. A 
baby daughter, she arrived December 23 in time to top the list 
of ail the presents under the tree. 

Vicki and her very pleased husband, Mike Barnett, (he was 
hoping for a girl) named their new addition Tytti Liisa after 
Vicki’s foster sister, Tyttie Kamerva, who as an exchange 
student from Finland, spent a year with the John Roberts 
family whUe attending Belleville High. 

Marge describes her little granddaughter as a doll, chubby 
with dark hair. The baby, who’U be called Liisa, tipped the 
scales at eight pounds - three ounces^ 

She also included the news that Mike had graduated second 
in his class while attending the U.S. Marine Corps school in 
Norfolk, Virginia. Mike’s parents are the Taft Barnetts, of 
Ecorse road, who are sharing the thriU of a new grandchild. 

DATE-PINEAPPLE CAKE PUDDING 



HONOR BAND - The Belleville Elementary Honor Band was at Denton School Thursday, 
December 19, to perform in a Christmas concert conducted by Mr. Al Falatine. The group, 
which represents musicians from each elementary school, played several holiday numbers 
followed by vocal renditions by Denton students and several songs by the elementary 
orchestra. 

WED AT ST. ANTHONY'S 

Puerto Rico Is Honeymoon 
Destination For Carl Johnsons 

The newly wed Carl W. 

Johnsons winged their way to 
San Juan, Puerto Rico for a 
week-long honeymoon 
foUowing their November 30 
wedding at St. Anthony's 
CathoUc Church. 

The former Phyllis Lee 
Modzelewski, daugnter of Mr. 
and Mrs. Felix Modzelewski, of 
2 0684 Sumpter road, 

Belleville, became Mrs. 

Johnson in a six o'clock 
nuptial ceremony performed 
by Father Richard C. Welsh, of 
Belleville, and Father William 
Neenan, of Ann Arbor. 

Bouquets of pink and white 
chrysanthemums graced the 
altar for the double ring vowi 
and vocal aelectlons were lung 

by Lloyd Gauntlett, 

« « • 

ESCORTED TO the 
aanctuary by her father, Phyllii 
appeared in a bouffant gown of 
Cnantilly lace styled with a 
scalloped neckline, wriitpoint 
sleeves, and a tiored skirt which 
drifted Into a chapel train as 
she walked. Sequins, pearls and 
Iridescent! accented the fitted 
bodice end top tier of her 
dress. 

A petaled headpiece of 
crystals and pearls clasped her 
pouf veil of silk illusion and 
she carried a cascade of white 
carnations centered with a 
white orchid. 

Slim-line gowns with red 
velvet bodices and pink crepe 
skirts were worn by the five 
bridal attendants, Janet Lee 
Modzelewski, who was her 
sister's maid of honor; Mrs. 

Patricia Skrobe, of Ypsilanti, 
the bride's cousin; Camille 
Modzelewski, from Boston, 

Massachusetts, another cousin; 

Ruth Fritzler, of Ypsilanti; and 
Carole Kuzara, of Belleville. 

The high-rise waistlines were 
traced with red velvet ribbon 
and the necklines were 
designed with rolled collars. 

Full-length red velvet coats 
with long sleeves completed 
their costumes. 

Their headgear was 
comprised of red velvet bows 
with pink blusher veils and 
their bouquets were colonial 
arrangements of pink mumsand 
red sweetheart roses. 

Four-year-old Theresa 
Skrobe, daughter of the John 
Skrobes, was her couiin's 
flowergirl. Dressed in an 
all-velvet version of their senior 
attendants’ frocks, she carried 
a basket filled with pink mums 
and red rose petals. 

Her partner for the walk up 



MRS. CARL W. JOHNSON 


the white-carpeted aisle was 
four-year-old Rusty Strempel, 
son of the Stephen Strempels, 
who carried out the role of 
ringbearer. 

e e e 

DENNIS E. JOHNSON, of 
Royal Oak, was his brother's 
best man. The corps of ushers 
included Donald Dopke, of 
Westland; and Gary Hutchens, 
Gregory Michalkow, and 
Thomas Snider, all from Troy. 

The bride’s mother donned 
an aqua formal gown for the 
wedding while Mrs. Johnson 
chose a full-length frock of 
apple green. Both mothers 


Lela Karvelis Named Chairman 


At the recent Board of 
Directors meeting of the 
American Cancer Society, eight 
new Board members were 
elected. They represent many 
communities of Wayne County 
and all walks of life: Mrs. 
Lucille Beatty, Leo H. Burke, 
Mrs. Grace Conrad, Mrs. John 


Hospital — 
---Briefs 


BELVIL COMMUNITY 
HOSPITAL 
(Dec. 15-21) 

MEDICAL - Patricia 
Lindermeyer, 7700 Curry rd., 
Northville; Buddy Hunt, 1427 
Bryon, Ypsilanti; Eddie Ray 
Crosby, 2202 Venoy, 
Westland; Joseph Cook, 1540 
Wiard rd., Ypsilanti, Frank 
Oitrowski, 31821 Madison, 
Wayne; Aaron Ponder, 6926 
Arlene ct., Wayne; Ester 
Newson, 1351 Fall River, 
Ypsilanti; Alberta Brown, 329 
Warden, Ypsilanti; Ruth 
Westley, 46264 Willow Run, 
Belleville; Herman Norton, 
3740 Williams, Inkster; Mary 
Nolen, 811 N. River st. , 
Ypsilanti; James Perry, 7700 
Curry, Northville. 

SURGICAL — Danny 
Blackburn, 1241 Shirley, 
Ypsilanti; Irene Willis, 2499 E. 
Michigan ave., Ypsilanti. 

PEDIATRICS - Berry 
Lindemeyer and George 
Lindemever, 7700 Curry, 
Northville; William Mosley, 
35230 School, Westland; 
Pamela Perry, 7700 Curry 
Northville; Patti Zigler, 32927 
Avondale, Westland; Valeria 
Popowski, 26295 Chatsworth 
rd., Belleville; Senoria Delisa 
Page, 26852 New York, 
Inkster; Kathleen Johnson, 142 
Ford blvd., Ypsilanti. 


r 


added orchids to their 
ensembles. 

Some 325 guests attended 
the reception which followed 
at the Romulus Progressive 
Club. 

The newlyweds are now 
making their home on Water’s 
Edge Lane, Belleville. 

The new Mrs Johnson 
attended Cleary College and is 
now employed by the Ford 
Motor Company at 
Rawsonville. Her husband, a 
graduate of Michigan State 
University, is with the Ford 
Motor Company, in Dearborn. 


Dobbins, Jr., Robert Krotzer, 
Avery A. Mueller. Mrs. Ruth 
Schmidt, and Joseph Wolf. 

At the same meeting, 17 
Branch Chairmen were 
approved including Mrs. Lela 
M. Karvelis, of New Boston^ 
and Huron Township. 


IT’S A 
DATE 


HURON - Due to the 
Edison franchise election, 
the regular meeting of the 
Huron Senior Citizens will 
be held January 21, rather 
than January 7, as 
planned. 

• • • 

BELLEVILLE - The 
B.P.W. Club will meet 
January 6 at 6:30 p.m. at 
Edgemont School for the 
regular meeting. Mrs. 
Carole Haveraneck will be 
guest speaker. She took 
part in the Head Start 
program this past summer 
and will tell of her 
experiences and the many 
things our community is 
doing to provide 
enrichment for our 
children. 

• • * 

ROMULUS - The 
Southwest 4-H District 
Leaders' Meeting will be 
held Wednesday, Jan. 8, at 
7:30 p.m. ut the 4-H 
Fairgrounds, Belleville. 

Christmas Eva Baby 

For The S. Mazzers 

Mr. <r< Mn. Samuel J. 
Mazier, of 459 J 3 Bemis road, 
Belleville, are announcing the 
arrival of a baby daughter on 
Christmas Eve at 5:36 a.m. 
Bom at Beyer Hospital, the 
new addition weighed 7 
lbs-9 ozs. and has been titled 
‘Paula Ann\ 

Party Puff* 

Cream puffs are used just as 
dessert? They can be the con- 
tainers for many creamed meat 
dishes to serve at a rather fancy 
luncheon, tea or appetizer party. 

There is no sweetening agent 
in the cream puffs themselves 
so they make ideal containers 
for a dish like diced ham in 
cream sauce with slivered, toast- 
ed almonds and cooked, frozen 
peas. 

For appetizer puffs, substitute 
a sharper-flavored meat like 
dried or smoked beef to use in 
white sauce with sliced, stuffed 
olives or drained capers. 


ALL INVITED 

CHURCH 
of GOD 

8770 WAYNE ROAD 
ROMULUS 

SUNDAY SCHOOL . .10 A.M. 
WORSHIP 1 1 : 15 A.M. 


EVANGELISTIC 
8. HEALING . . 

GOSPEL SINGI 

4th Sat. of the month 


. . J.7 P.M. 
hNg 

h 7 p.m. 


LEARN MORE 
ABOUT THE 


m 


f 


Here is a tasty recipe fqr a de- 
lightful cake pudding made with 
rich and flavorful Bordo imported 
pitted dates. You’ll need the follow- 
ing ingredients to make enough for 
ten people: 

2Y» cupt well drointd, cruthed pineopple 
1 cup chopped walnuts 
1 cup Bordo imported pitted datet, 
halved crotiwite 
Vi cup all-purpoie flour 
1 teaipoon boVing powder 
Vj teaipoon tolt 
3 egg yolki 

1 teoipoon vanilla evtroct 
cup granulated tugor 
3 egg white!, itiffly beaten 


Grease a I3"x9 m x2‘' baking dish. 
Combine pineapple, dates and nuts. 
Next, combine flour, baking powder 
and salt, and stir into the pineapple 
mixture. 

Beat egg yolks, vanilla and sugar 
into pineapple mixture Fold in 
stiffly beaten egg whites Pour into 
baking dish. Bake at 325* F. for 
35 minutes. Serve warm or cold 
with ice cream, if desired 


High-yielding varieties of rice 
have been developed for a 
growing season of 105 to 110 
days. 


BIBLE 


Enroll In a FREE u&enarolnatUmal 

Homo Blblo Study Cfir*o. Vo r com- 
plete detail* end a sample lemon 
■end your name onJaddrea a to: 
Know Your B\M Campaign 

13801 ELWELL RD. 
Belleville, Nfch. 48111 
Phono fi»7-8001 


Come To Church Sunday 


Calvary Baptist Church 

11338 0ZGAR0. ot PORTER. ROMULUS 

Re*. Lonnie England Pastor 

W« Invit# You To Our 
Church Services 

Sunday School 10 a.m. 

Morning Worship 11 a.m. 

Jr. Church 1 1 a.m. 

Youth Fcllowehip 6:30 p.m. 

Everting Worship 7:00 p.m. 



FIRST CHURCH OF CHRIST, SCIENTIST 

36016 MICHIGAN AVENUE. WEST. WAYNE. MICHIGAN 
11 A M SUNDAY SCHOOL 11 A M. SUNDAY SERVICE 
Lesson Subject 
CHRISTIAN SCIENCE 
Testimony Meeting Wednesday 8 P M. 

Reading Room • 1 1 A.M. • 4 P M. Daily Saturday 10 A M. • 1 P.M. 
35204 Michigan Ave 

EXCEPT SUNDAYS AND HOLIDAYS 
The Bible Speaks To You 
CHRISTIAN SCIENCE RADIO SERIES 
Sun. 9 45 a.m. W.Q.T.E. Sun. 12 45 p.m. WCHB 
Sun. 6 00 p.m. WCHB Sun. 7:05 p.m. WHRV 


wacom 

CHURCH 

CHRIST 

13801 ELWELL ROAD 

BELLEVILLE, MICH. 


SUNDAY 


BIBLE STUDY 10:00 a.m. 
WORSHIP SERVICE 
11:00 a.m. 

EVENING WORSHIP 6:30 

- WEDNESDAY - 
BIBLE STUDY 7:30 P.M. 
iCRHY JONES. MINISTER 


/ 



> 


JANE KEELAN WEDS 


Newlyweds Journey To Bahamas 
Following Double Ring Nuptials 


White gladioli and pom pon mums graced the 
candle-lighted altar of the United Methodist Church of 
Belleville December 7 as Jane Keelan walked up the 
white-carpeted aisle with her father. The daughter of Mr. 
and Mrs. Wayne J. Keelan, of 42938 Savage road, Belleville, 
she became the bride of John F. Kinzinger, son of Mr. and 
Mrs. Richard Kinzinger, of 46620 Ecorse road, Belleville. 

The Rev. Allen B. Rice II, presided at the double-ring 
nuptials at seven o ’ clock in the evening with Klair Kissel 
providing traditional wedding selections on the organ. 

What’s New For 1969? 


The next time someone stops 
and asks, “What’s New?", why 
not surprise them and answer 
very authoritatively and 
confidently, “Well. . . 

A coffee can with a record 
lid will be placed on 3-pound 
cans of coffee. The first lid will 
be a plastic and hi-fi recording 
of the lives and voices of the 
last 5 American presidents. 
Now you can have your coffee 
and a history lesson all for the 
price of one. 

A tablet made from 
cystallized orange juice has 
been developed by researchers 
at the N U. S. Fruit and 
Vegetable Laboratory. This 
Jiffy Orange Tab designed to 
be consumed as a lozenge, is 
produced by a foam-mat 
machine that transforms frozen 
concentrated orange juice into 
orange crystals. 

For the homemaker too busy 
to prepare a lunch or who 
doen’t like to eat leftovers, 
frozen sandwich fillings 
consisting of 4 servings to a 
package - ham salad, chicken 
salad, and tuna salad, have 
been introduced. Also, 
specially developed for small 
families will be a mini-pack of 
dairy biscuits. The mini-pack 
contains 5 biscuits instead of 
the traditional 10, and will sell 
for 2/25 cents. 

Many common foods will 


take on a new appearance as a 
uniform sized potato chip able 
to be stacked in packages and a 
bologna-shaped tomato, five 
inches long and about two 
inches in diameter will start to 
be marketed. The potato chips 
are made by having all their 
water removed and then 
formed by machines into a 
uniform shape for ease in 
slicing. The tomato, developed 

? rimarily for machine picking 
or use in canning and 
processing, may have excellent 
applications as “slicer” 
tomatoes in the fresh market. 
• • • 

SNACK FOODS are big 
items on the new food list. A 
cola-flavored soft drink high in 
food nutrients will become 
available together with a 
snack-on-a-stick, which is a 
high protein, ready to eat food. 
Suggested retail price for the 
stick-snack will be 10-15 cents 
each. 

There’s no doubt about it, 
the age of space has influenced 
our food products. With the 
advent of freeze drying more 
“dry" products are becoming 
available, including freeze dried 
coffee and a concentrated dry 
butter flavoring. The Butter 
Buds found in a six ounce 
plastic jar will sell for 79 cents 
and provide the flavor strength 
of 3 pounds of butter. 


FOR HER marriage, Jane 
chose a toe-touching velvet 
creation styled with bell sleeves 
and a portrait neckline. Bands 
of lace accented the sleeves and 
hemline and a chapel train 
attached to the high-rise 
waistline added back interest- 
to the gown. 

Her bouffant veil of silk 
illusion was caught to an 
openwork tiara of crystals and 
beads backed with lace. 
Cascading red and white roses 
completed her bridal finery. 

Mrs. Sharon Keelan, of 
Inkster, was honor attendant at 
her sister-in-law’s wedding. Her 
formal gown of red velvet 
featured an empire waistline 
traced with red satin and 
centered with a red rose in 
front and a streamcred bow at 
the back. The white muff she 
carried was adorned with three 
red carnations surrounded by 
holly and red velvet ribbon. 

Identically dressed were the 
two bridesmaids, Kay Moxley, 
of Ypsilanti; and Mrs. Vicki 
Good, of Belleville, the 
bridegroom’s sister. 

• • • 

THE BRIDEGROOM asked 


his brother, Tony, to serve as 
best man. Others on the 
esquire side were Rick 
Kinzinger, another brother; 
Jack Keelan, and Jerry Keelan, 
brothers of the bride; and 
Steve Good, brother-in-law of 
the bridegroom, all from 
Belleville. 

An Amazon lily corsage was 
worn by Mrs. Keelan as she 
greeted some 200 guests at the 
reception in the V.F.W. Club, 
Romulus. For the happy 
occasion she donned a dark 
teal blue, A-line frock 
embellished with gold lace 
beads. A navy blue A-linc dress 
with harmonizing accessories 
was the choice of Mrs. 
Kinzinger for her son’s 
wedding. Her corsage was 
comprised of carnations. 

Following a nine-day 
honeymoon at Freeport in the 
Bahamas, the newlyweds made 
their home at 1355 E. Cross 
street, Ypsilanti. 

The new Mrs. Kinzinger is 
employed by the University of 
Michigan. Her husband attends 
Eastern Michigan University 
while working for the Ford 
Motor Company at 
Rawsonville. 



Miss Horst To Be Wed 


Gamma Rho fraternity. He 
recently completed four 
years in the U. S. Air 
Force as an aircraft 
maintenance officer and is 
presently employed as 
assistant manager at Valley 
View Farms Country 
Store, in Cockeysville, 
Maryland. 



MR AND MRS. JOHN F. KINZINGER 
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BELLEVILLE BREVITIES 


By Mrs. Joseph Spring 


In Belleville , It’s True — There’s Just 
No Place Like Home For The Holidays 


MISS CASLER 

Casler-Vargo 
Betrothal Is 
Announced 

The engagement of their 
daughter, Gaye, to Patrick 
Vargo is announced by Mr. and 
Mrs. Neil T. Casler, of 33412 
Bendon, Westland. 

A 1967 graduate of Wayne 
Memorial High School, Miss 
Casler attended Northern 
Michigan University for one 
year and is currently working 
for the University of Michigan 
at Ann Arbor. 

Her fiance, son of Mr. and 
Mrs. Louis Vargo , of 45 Henry 
street, Belleville, graduated 
from Belleville High School in 
1964, served in the U. S. Army 
for two years with duty 
inVietnam, and is now 
employed by tHe Ford Motor 
Company. 

No definite wedding date has 
been set. 


Out of town guests of Mr. 
and Mrs. S.C. Pierman the 
week-end of Dec. 21 were Mrs. 
Edward Couples, Mr and Mrs. 
Joseph Szaix) and daughter, 
Linda, of Falls Church, Va, 
Mr. and Mrs. Loren Allen, of 
Springfield, Ohio ; Mr. and Mrs. 
Clay Hedges and daughter, 
Nancy, of Lakewood, Ohio ; 
Mr. and Mrs. Eric A. Hedges, of 
St. Louis, Mo.; Mrs. Joseph 
Allen, of Piqua, Ohio; Mrs. 
Louis Pierman of Ottawa, 
Ohio; and Mrs. James Thomson 
of Rockford, Mich. All were 
here as guests at the 
Pierman-Post wedding. 

0 0 0 

Clyde Santure, son of the senior 
Clyde Santures, formerly of 
Elweil road and now serving 
with the United States forces 
in Vietnam, wishes to extend 
greetings to his many friends in 
this community, a Merry 
Christmas and a Happy New 
Year. 

0 0 0 

Mrs. Merty Schaerer, of Biggs 
street, entertained members of 
her family at her home Sunday 
evening, Dec. 22, for a 
pre-Christmas get-together and 
gift exchange. Present for the 
evening were Mr. and Mrs. Dan 
Heuer of Farmington; Mrs. 
Diana Hamilton and daughter, 
Kim, from Mineral Wells, 
Texas; and the Harold Robert, 
and James Schaerer families, of 
Belleville. 

On Christmas Day Mrs. 
Merty Schaerer, and the 
Robert and James Schaerers 
were guests of the Dan Heuers 
at Farmington. 



On Sunday, Dec. 22, Mr. and 
Mrs. Lloyd Orr and family 
motored to Millington where 
they joined other members of 
the Harold Johnson family for 
a pre-Christmas dinner and tree 
festivities. Among the 37 
present were Mrs. Orr’s 
brothers rnd sister from 
Saginaw, Flint, Davison, 
Vassar, and Millington. 

• • * 

Mr. and Mrs. Duane Bastian 
and children from Roscommon 
arrived Thursday to spend 
several days with the latter’s 
mother, Mrs. M.C. Fielder, and 
other relatives. 

• • • 

On Saturday evening, Dec. 
21, Mr. and Mrs. Charles 
Patterson entertained at their 
home on Roland street three 
couples for bridge, Dr. and 
Mrs. J. H. Tator, Mr. and Mrs. 
Don White, Mr. and Mrs. Bill 
A. Schwehr. 

0 0 0 

Home to spend the holidays 
with their parents, Mr. and 
Mrs. Forrest Shirley, were Miss 
Patricia Shirley of Loma Linda, 
Califl, and Mrs. Robert Lilley, 
from Silver Spring, Md. 

0 0 0 

Pat Emerson, wh'. is teaching 
at New Canaan, Conn., arrived 
home last week-end to spend 
the holidays with her parents, 
Mr. and Mrs. Justin Emerson, 
of Madelon street. She was 
accompanied home by a friend, 
Robert Groeschner, of 
Norwalk, Conn. 

• • 0 

Mr. and Mrs. Donald Wright 
spent Christmas with their son, 
Keith, and family of 
Northville. 

• 0 0 

The Harold Claytons, of 
Bedell street, had members of 
their family home for 
Christmas, the Richard 
vasBinders, of Monroe; the 
Arthur Tucholskis, of Edison 
street, and the Hugh Munce 
family, of Ann Arbor. 

* • • 

Mrs. Del Garlick, of Main 
street, was a guest Christmas 
Day of her grandson and wife, 
Mr. and Mrs. Delvyn Rockwell 
and family, of Wayne. 

♦ • • 

Mrs. Anna Steve, of 
Ishpeming, is visiting at the 
home of her sister and 
husband, Mr. and Mrs. Paul 
Clark, of Liberty street. 
Christmas dinner guests at the 
Clark home were their son, 
John and family from Fenton, 
and Mrs. Clark’s sister and 
husband, Mr. and Mrs. Herbert 
.Pleger, St. Clair Shores. 

• • • 

Friends of Elmer Simmons, 
of Wyandotte, were pleased to 
hear that he was able to leave 
Seaway Hospital in Trenton 
last Sunday and return home 
after several weeks. 

• • • 

Mr. and Mrs. Gillman 
Mullreed enjoyed Christmas 
Dinner with their son-in-law 
and daughter, Mr. and Mrs. Syl 
Wojcicki and family at Chelsea. 
• * * 

Mrs. William Richards. 


Chelsea, has been a guest this 
past week of her daughter and 
husband, Mr. and Mrs. Charles 
Patterson, of Roland street. 
Mrs. I. H. Whaley, of 
Coldwater, mother of Charles, 
has also been a guest at the 
Patterson home. 

• • • 

Christmas Day guests at the 
Arthur Shephard home on 
Elweil road were the iatter’s 
brother and wife, Mr. and Mrs. 
Richard Jahnckc, of Montrose, 
Mr. and Mrs. Roger Ferguson 
and family, and Pat Sliwa, of 
Sumpter road. 

• • 0 

The week-end of Dec. 20 Mr. 
and Mrs. Richard Smith 
motored to Buffalo, N.Y., 
where they were guests of Mrs. 
Smiths’s sister and husband, 
the Otto Lindemanns. 

• • • 

Mr. and Mrs. Henry Sager 


and the former's sister, Mrs. 
Ola Neel, of Newport, Ind., 
were guests of the James 
Jacobs family of Cincinnati, 
Ohio, over Christmas. 

• • • 

Mr. and Mrs. James Smith, of 
Flint, spent Christmas Eve and 
Day with relatives, the Wallace 
Smiths of Borgman street; and 
the Robert Schaals, and Mrs. 
Carl Schaal, of W. Columbia 
avenue. 

• 0 • 

Mrs. Sam Emerson of 
Worchester, Mass., who is 
spending the holidays with her 
parents, the Walter Reeves, of 
Livonia, was a guest of the 
Justin Emerson family for 
Christmas breakfast. 

* • * 

Mrs. Addie Chilson, of 
Chelsea, has been spending the 

(continued on page 8) 


Mr. and Mrs. Edgar 
Horst, of Briarstone Farm, 

Belleville, announce the 
engagement of their 
daughter, Cheryl Leah, to 
David Harrison Rusk, son 
of Mr. and Mrs. VV. Harrell 
Rusk, of Airy Hill Farm, 

Chestertown, Maryland. 

The bride-elect is 
employed as an executive 
secretary at John Hopkins 
University, Baltimore, 

Maryland. 

Her fiance received his 
bachelor’s degree in 
agricultural economics 
from Rutgers University, 

New Brunswick, New 
Jersey, where he was 
affiliated with Alpha 

Education 
Association 
Entertains 

ROMULUS - The Office 
Education Association Club 
(O.E.A.) at Romulus High 
School gave a Christmas Party 
for 50 small children from 10 
a.m. to 1 p.m. Saturday, Dec. 

21, at the Romulus Elementary 
School. 

The children, between the 
ages from Kindergarten to 
second grade, came from the 
surrounding area. 

First on the agenda was 
singing Christmas carols around 
the Christmas tree. Then 
followed games, “Pin the Nose 
on Rudolph" and “Musical 
Chairs." 

By this time the kitchen A j 

crew had the punch, hot dogs /\ M M flM M CP fJ 
and chips ready. After the 
children had eaten as much as 
they wanted, they again 
gathered around the Christmas 
tree to sing. Soon after came 
Santa Cluas. 

Santa talked with each of 
them and gave each of them a 
felt stocking that the OEA had 
made. The Boy Scouts had 
gathered toys and these were 
also distributed. 

The party ended with each 
small guest carrying away his 
treasures. 

The O.E.A. is made up of all 
the Co-op trainees at Romulus 
High. It was newly organized 
this year under the leadership 
and guidance of Mrs. Barbara 
Cornell. 

Officers are: President, Pat 
Long; Vice-President, Vivian 
Ward; Secretary, Nancy 
Cavanah; Treasurer, Gerri 
Salajan. There are 30 members 
in all. 


MISS BARRETT 

Daughter’s 

Engagement 


Mr. and Mrs. Charles 
Barrett, of 7829 Beck 
road, Belleville, announce 
the engagement of their 
daughter, Connie Sue, to 
Richard Crawford, son of 
Mr. and Mrs. Gene 
Crawford, of Port Huron. 
Richard is the grandson of 
Rev. and Mrs. Kinniman 
Crawford, pastor of Grace 
Baptist Church, Belleville. 

Both are attending Bob 
Jones University at 
Greenville, South Carolina, 
where Connie is taking a 
business course and 
Richard is studying for the 
ministry. 

No wedding date has 
been set. 


Students Of Pearl Morris 
Present Annual Recital 


Piano students of Miss 
Pearl Morris presented 
their annual recital Friday 
evening, December 20, at 
her home on Huron River 
drive South, Romulus. 

The young folks, ranging 
in age from seven to 17, 
played a variety of 
classical, semi-classical and 
Christmas selections. The 
program read as follows: 

“Children’s Dance” 
from “Hansel and Gretel” 
by Engelbert Humper- 
dinck, played by Diane 
Banks; “Toyland" by 
Victor Herbert, Debbie 
Wahrman; “The Baby 
Grand” by Eric Steiner, 
Pamela Taylor. 

• * • 

“Diabelli March" by Antos 
Diabelli (duet). George and 
Steve Sedlacek were scheduled 
to play this number but Carla 
Hay substituted for George 
who was hospitalized. “Bells 
Are Ringing", adapted from 
Beethoven's Ninth Symphony, 
Theresa Perry; “Silent Night" 
by Franz Gruber, Sharon Zilka; 
“Jingle Bells’’ (Schaum 
arrangement), Sid Rhodes. 

“Revolving Door" by J. 
Schaum, Janet Renke; 
“Neapolitan Serenade” by 
Enrico Tosclli, Pat Nieman; 
“Sweet Sixteen" by Eric 
Steiner, Gerry Rhodes; 
“Playing Checkers" by' Annette 
Weisleder, Debbie Zilka; 
“Waltz" and “Party Time", 
Steiner, Rose Ann Gwitt; and 
“Fort Ticonderoga” by 
Steiner, Steve Sedlacek. 

“Dangerous Journey" by 
Koelling, Beth Denny: “March 
of the Toys" by Victor Herbet, 
Mary Rhodes; “Tosca" by 
Giacomo Puccini, Paula Taylor. 
“Hungarian Dance No. 5" by 
Johannes Brahms (duet). 


played by Carla Hay and Mary 
Rhodes, “Cuban Mambo" by J. 
Schaum, Audrey Szyndlar; 
“Waltz of the Flowers" by P. 
Tchaikovsky, J essica 
Simorison. 

0 0 0 

“POLONAISE IN C" by 
Leopold Mozart, Diane 
Leincke; “Ave Maria" by 
Bach-Gounod, Anne Szyndlar; 
“Minute Waltz" by Frederic 
Chopin, Brenda Holcomb; 
“The Robin’s Return" by 
Leander Fisher, Carla Hay. 

“March Militaire" by Franz 
Schumbcrt, played by Flora 
Diepenhorst; “Ancient Chariot 
Race" by E. Steiner, Mary 
Therese Ortner; “Fur Elise" by 
L. VanBeethoven, Marie 
Diepenhorst; “Hallelujah 
Chorus" by G. F. Handel, 
Patty Prush. 

Miss Morris presented the 
yearly awards to the following: 
Diane Banks, for the most 
perfect lessons throughout the 
year in the younger group; 
Carla Hay, for the most perfect 
lessons in the older group ( 1 2 
years and above). The 
following received perfect 
attendance pins: Flora 
Diepenhorst, Marie 
Diepenhorst, Mary Rhodes, 
Carla Hay, Patty Prush, Jessica 
Simonson, Diane Banks, and 
Debbie Zilka. 

December memorizing 
awards went to Brenda 
Holcomb and Debbie Zilka, 
younger group; Marie 
Diepenhorst and Mary Therese 
Ortner, older group. 

Following the recital the 
students cpjoyed their annual 
Christmas party , 'omolete with 
games, prizes, and refreshments. 
Relatives of Miss Morris 
assisted with the games and 
lunch. 

Festitivites closed with a 
round of Christmas carol 
singing as the young folks 
gathered around their teacher 
at the piano. 



SALE 


ff STOCKINGS BY BERKSHIRE 

3 pair $2.35 

regularly 994 a pair 

Panty Hose 

$169 

J_ pair 


regularly 
$2.00 pair 

OUR OWN BRAND 


Springfoot Panty Hose 

99 * 


regularly 
$1.59 pair 


'Baeitelov (yut* HoSC 

6 -® 2 79 


pair 

regularly $1.00 for 2 pair 


MANNING’S DEPARTMENT STORE 


NATIONALLY ADVERTISED BRANDS 

Backed By Friendly Personalized Service 
424 Main St., Belleville 


•Micmgai Banxjm 
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Area Obituaries 


Andrew Jackson had a Hospital ships are painted 
plantation home near Natchez, white and have large red 
Miss., and was marreid there, crosaes on the sides. 



officiating. Interment was in 
Michigan Memorial Park, Flat 
Rock. 


(see other obituaries page 1 1) 

MOORE, John L., 63, 17260 
Huron River dr., New Boston 
died Dec. 20 at Belvil 
Community Hospital. He was 
last employed as a press 
operator at Webb Forging, 
Belleville, was a member of 
Dads of Foreign Service, 
Romulus V.F.W. Post #9568. 

Surviving are four, cnildren: 
Vernon, George, and Paul 
Moore, of New Boston; and 
Mrs. Marjorie Burgan, of 
Wayne; 10 grandchildren, and 
three brothers and sisters, 
Wilmcr and Truman Moore, of 
Portsmouth, Ohio; and Mrs. 
Muriell Tooloff, of Saginaw. 

Services were held Dec. 23 
from the Baum Funeral Home, 
Romulus, and St. Paul’s 
Lutheran Church, New Boston, 
with the Rev. Daniel Richert 


JADDATZ, William H., 48, 
24421 Boston, Dearborn, died 
Dec. 27 in Wayne County 
General Hospital. A native of 
Michigan, he was born Oct. 6, 
1920. 

Surviving arc his wife, 
Josephine; and three children, 
William J. Jaddatz, James M. 
Jaddatz, and Joann, his 
mother, Mrs. Pearl Jaddatz, a 
sister, Mrs. Dorothy Miles; and 
two brothers, Donald Jaddatz 
and Robert Jaddatz. 

Services were held Monday, 
Dec. 30, from Howe-Peterson 
Funeral Home, Dearborn, and 
from Sacred Heart Church. 
Burial was in Michigan 
Memorial Park. 


• We resolve 

, to do our part In > 

F helping to make this New 
I Year the very best ever . 

f • We will work toward 
the growth , progress 
of our community, 
our nation . 

• We will try to 
promote the cause of Ns 
peace and equality V 

among all men . 


Romulus now has two 
Vista volunteers. They are 
Davis Elliott, 23, of 
Portland, Oregon and 
Daniel Lazzaro, 22, of 
Nassau, New York. Elliott 
is a graduate of the State 
of Washington Public 
Schools and Lazzaro holds 
a BA degree from Syracuse 
University. Both will 
spend the next year 
working in Romulus 
Township. “Volunteers in 
Services to America” will 
have 12 members in the 
metropolitan area working 
under the Office of 
Economic Opportunity . 
They will be working 
mainly with youth groups 

with an emphasis on jobs. 

• • * 

Mrs. Flora Morris and Miss 
Pearl Morris were unable to 
hostess their annual family 
gathering on Christmas Eve at 
their home on Huron River 


NEW BOSTON EVENTS 


Carrico’s parents, the Louis 

Carricos, on Huron River drive 

South. The family will leave __ 

from Metro Airport for • I 

London, England, where they I I O 

will spend four days with Mrs. ^ 

Carrico’s mother, Mrs. Edith 

Harlow in Southhampton, ^-v 

Then they will depart for If i— I || |t 

Saudi-Arabia to join their AJL U. JL U 

husband and father, Mike 

Carrico, who works with the g 

Saudi-Arabia airlines. Y 

• • * MRS. WILLIAM HAVENSTEIN 

Miss Cecelia Ridge came by 

plane from her new home near Girls Scouts of Troop 
Philadelphia, Pennsylvania to 227 entertained residents 

s P*» d h ° u . da y A £ t JL h “ of their area when they 

mother, Mrs. Mildred Ridge on . .. ^ J 

Shook road, and to visit friends went caroling Friday, 
and other relatives. December 20. They also 

• • • distributed four boxes of 

The Southwest 4-H District canned food to the needy. 

Leaders Meetmg will be held n . . f 

Wednesday Januarv 8. at 7:30 Line bOX \V<1S given tO a 


OUR THANKS TO 
OUR MANY FAITHFUL 
FRIENDS OLD AND NEW 

ALFRED MORTON 

REAL ESTATE BROKER 

Development and Investment Properties 
Office: 

2418 Washtenaw, Ypsilanti Phone 434-0600 


Mr. and Mrs. James 
Robinson and baby daughter, 
Janie, of Huron River drive, 
were Christmas Day dinner 
guests of her sister and family, 
Mr. and Mrs. Frank Bowles and 
son, of Belleville. 

* * * 

Peter Glaab, of Hannan road, 
was unable to be at home for 
Christmas as he is once again a 
patient at St. Joseph’s 
Hospital, Ann Arbor. 


by the Troop along with 

Mrs. Audrey Stein’s troop. 

• • * 

Melanie Kaye Mears is the 
new member of the Hoyte D. 
Mears family. She arrived 
December 9 at Garden City 
Osteopathic Hospital and 
weighed 6 lbs. and 1 2 ozs. 

The Mears’ live at 11150 
Syracuse, Taylor. Both Sharon 
and Hoyte are graduates of 
Huron High School. The 
paternal grandparents are Mr. 
and Mrs. Hoyte J. Mears, of 
Van Horn road, New Boston, 
and the maternal grandparents 
are Mr. and Mrs. Edward 
Freitag, of Sibley road, 
Romulus. 

Little Melanie has a two year 
old brother. 


Pledge cards for parents will 
be sent home with the 
elementary school children. 


A meeting and Christmas 
Party was enjoyed by Cub 
Scout Pack 812 December 20. 
Santa took time out of his 
busy schedule to come to the 
party to give out gifts to the 
children. 

The Cubs each brought 
cookies which were 
contributed to the Rock Haven 
Nursing Home in Rockwood. 

Awards were received by 
Richard Voss, bear badge and 
gold arrow; Ricky Roberts, 
gold and silver arrow. Both 
boys were promoted to the 
Webloes and received their 
pins. Bob Cat pins went to 
Fred O’Hotzke, Jim Hall and 
Michael Grimm. 


A most s u c cessful 
Goodfellows Newspaper sale 
was held in Huron Township 
December 21. Approximately 
SI, 035. was collected and was 
used to make a happier 
Christmas for about 35 needy 
families. 

The Goodfellows want to 
thank contributors for their 
generosity and express their 
wish for a happy holiday 
season to everyone. 

• • • 

Huron residents are urged to 
donate blood when the Red 
Cross Bloodmobile comes to 
Flat Rock January 24. It will 
be located at the Elks HalJ. The 
goal for Huron Township is to 
get 125 individuals to donate a 
pint of blood. 


BELLEVILLE BREVITIES 


Throughout the month of 
January, March of Dimes 
canisters will be located in all 
places of business in Huron 
Township. 

Mrs. Sherman Lambly, 
Chairman of the drive, reports 
that the week of January 13 
will be March of Dimes Week 
in the schools, giving the 
children an opportunity to 
contribute at school. 


Saline, Mrs. D.W. Ross and 
Mrs. Jane Van Schoick, of 
Libert street. 


(continued from page 7) 
past week with her sister and 
husband, Mr. and Mrs. Henry 
R. Deering. 

* » • 

Dr. and Mrs. J. H. Tator and 
daughter, Sharlene, were 
Wednesday evening callers on 
friends, Mr. and Mrs. George 
Alpervitz, of Wayne. 

• * * 

Christmas Day guests of Mr. 
and Mrs. D.H. Raymond Jr. 
were the latter’s parents, Mr. 
and Mrs. Harold Campbell, of 
Ypsilanti, the senior D.H. 
Raymonds, and Mrs. Helen 

White and son James. 

• • • 

Members of the Floyd Oit 
family of Lincoln Park, 20 in 
number, were guests of his 
brother Lloyd and wife, of 
Harmony lane, on Saturday, 
Dec. 28, in celebration, of the 
16th birthday of the latter’s 
daughter, Lynn. It was also the 
birthday of her cousin, 
^enneth Orr 

The Carl Simmons had as 
their guests Christmas, Mrs. 
Leota Younglove, Mrs. 
Gertrude Hewett, and Mr. and 
Mrs. William Schaffer and 
daughter Debbie, all of 
Ypsilanti. 

Mrs. Fred Guilstorf has been 
a patient at Garden City 
Hospital for the past three 
weeks. 

• • • 

-Mr. and Mrs. Charles 
Patterson, of Roland street, 
entertained last Thursday 
evening members of the 
William Richards family in 
honor of her mother, Mrs. 
William Richards, Sr., who has 
been a guest this past week of 
thePattersons. Present were 
Rev. and Mrs. William Richards 
and family, of Rochester; the 
Fred Mitchell family and the 
Richard Mitchell family, of 
Northville, also Mr. and Mrs. 
D.J. Lanning and family, of 
Livonia. 

+ * • 

Christmas Day guests of Mr. 
and Mrs. F.D. Ross, of Quirk 
road, were the latter’s parents, 


Wishing 
you a year 
V/T of great success, 
✓ hearty happiness, 
and good health . . . and 
adding deepest thanks! 


Mrs. O.R. Post was a dinner 
guest Christmas of the Kenneth 
Post family of Dearborn and 
later in the day of Mr. and Mrs. 
Otto H. Thom of Wayne. 


Sincere ' >/ 

best wishes °A \ »/ 

for a New M \\© V\| T/ 

Year filled % )\ 

with success, J If 

happiness * 

and good cheer. Your favors 
and friendly good will are appreciated. 


Earns M.A. 
Degree At 
Wayne State 

SUMPTER - Miss PhyUis 
Freeman, daughter of Mr. and 
Mrs. William Freeman of 
27320 Sumpter Road received 


ATCHISON FORD SALES, INC 

9800 BELLEVILLE RD., BELLEVILLE 
699-2541 • PHONE • 728-1555 


Due to the Edison Franchise 
election the regular meeting of 
the Huron Senior Citizens 
scheduled for January 7, has 
'•been cancelled. The next 
meeting is to be held on 
January 21. 


BELLEVILLE, MICH, 


^ / pj * 0 * lt>s t l me 

V once more to 

- wish you and your 

family a New Year filled 
with good health and happiness. 
We value the privilege of serving you. 


SUMPTER COLLISION 

and 

R&J SUPER SERVICE 


WISHING YOU 
A VERY HAPPY 


NEW YEAR 


J5P Here's 

A - N |l| hoping the 

J* New Year 

a wealth 
of good 
fortune to 
friends old and 

new. Thanks for your many kindnesses. 


this time , / 

it is a pleasure to y ^ 

chime in and wish you & 

and your family a Happy New Year! 

It's been a delight to serve you. Thanks! 


We, the Directors, Officers and Staff ot Security Bank ana iwsi 
Company, wish to express our appreciation for the confidence you have 
placed in us during the past year. 

We hope that the New Year will bring you an abundance of health 
prosperity, and happiness. 


BLOCK AND 

sopptr. ikc. 


WELT OIL CO 


MANUFACTURERS CONCRETE PRODUCTS/ TRANSIT MIX 
1313) 721 0940 

Belleville Road 


is fl] you needl 


SUMPTER at WILLIS RD 
OX 7-8262 


SECURITY 

Bank 

& TRUST 


CLARK 





Prep Cagers Go Back to Work Friday 


WAYNE - With 1968 
behind them and Christmas 
Tournaments 'a thing of the 
past, area cage teams prepare 
their final assault for league, 
divisional and regionals 
championships which will end 
with the state finals. 

Five of the 12 area teams 
will be back at it Friday night 
with four of them clashing 
with league rivals. Opening up 
Sauk Trail Conference play at 
home will be Wayne Memorial 
who’ll face the defending 
champ, Ypsilanti, in its first 
test in the league. 


Also seeking a first is St. 
Mary’s cagers who’ll be looking 
for their initial Southwest 
Division victory Friday, but 
the Knights take on the 
undefeated league leader, Mt. 
Carmel, and they appear to be 
heading for trouble. 

Franklin, which lost to 
Birmingham before the New 
Year, will tunc up for league 
play with a non-conference 
match with Plymouth, one of 
the favorites to unseat 
Suburban Six Conference 
defending champ, Livonia 
Bentley. 


Seeking its fourth straight 
Tri-River League victory’ will 
be Garden City West, which 
apparently has all of the 
"horses” to trample anyone in 
its way to their first conference 
championship. 

Cherry Hill will try to 
bounce back from a setback 
from Garden City at the 
expense of Crestwood, who 
could surprise the ailing 
Spartans. 

Romulus will try to find a 
cure for its cage woes, using 


nonleague rival, Lincoln Park, 
as the ‘‘test tube”. The two 
meet on the Eagle court on 
Friday. 

Belleville, unable to win in 
the Suburban Six League 
before the New Year, could 
also come up with some 
surprises after a disappointing 
start. The Tigers lost two 
league games by two baskets 
and if first season coach Allen 
Gates has ironed out his 
players’ football muscles, his 


team could cause trouble. 

And the first on the Tiger 
agenda is Class B defending 
champ, Willow Run, who 
Belleville will meet on the 
road. 

Huron, fighting it out in a 
new league, has erased the 
image of being a pushover. But 


the Chiefs still find it difficult 
to win. They'll try again 
Tuesday, Jan. 7, hoping to land 
Airport in the loss columns. 

East and Robichaud make up 
their postponed game on next 
Tuesday and that precedes the 
East-Inkstcr clash on the 
Viking court on Jan. 10. 



LJ 
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Duva Sees Signs of Hope 
After Tourney Action 


TWIN VALLEY 
Team W L 

River Rouge 1 0 

Ecorse 1 0 

Willow Run 1 1 

Hamtramck 1 1 

Romulus 0 2 

Romulus cagers pulled out 
one of three games at the 
Battle Creek Holiday 
Tournament last week, but 
coach Al Duva feels, that more 
important, he has finally found 
his starting quintet. 

"We played some good teams 
and basketball up there,” said 
the Eagle coach. “And 1 was 
encouraged with our play. I 
feel that we have found a 
combination which will begin 
winning some ball games.” 

Romulus clashed with 
Jackson Lumchristi for fourth 
and fifth places at the tourney 
after losing the first round to 
Muskegon Heights, 65-57, and 


turning back Battle Creek 
Lakeview, 68-62, in the second 
round. 

Jackson leaped out in front 
13-7 in the first frame but an 
Eagle rally, led by Lewis Davis 
and Charles Johnican, put the 
Romulus quintet up by a 
basket, 26-24 at halftime. 

Jackson’s Tom Divine, who 
wound up with 26 points for 
the evening, dumped in 18 
points in the third quarter to 
pull his team away for good 
and to a 64-48 victory. 

Davis and Johnican were the 
only two Eagle cagers to make 
it into double figures with 17 
and 13 points, respectively. 
Frank Nesbit added nine. 

Divine collected his 26 
points on 13 baskets. 

In one of the best defensive 
matches played at the tourney, 
Romulus and Jackson both 
used zone defenses and neither 








THE SPORTS 
MERIDIAN 




Dialogue With My Nephew 

"Generation gap”, “unable to communicate”, “different 
values”, these and many more words were tossed at me on 
Christmas Day by my 17-year-old newphew. Bob, whom I 
dared criticize for quitting his wrestling team at Franklin High 
School. 

“You’re a sports editor”, he said. “You’re prejudiced and 
wouldn't understand”. 

"Try roe”. 

It s a lot of work”, Bobby argued, "and I don't have the 
time. And I have to constantly watch my weight and, besides, 
I want to work so I can go to college.” 

1 glanced over at his parents - they didn’t say a word. 
Apparently the controversy had hit a sore spot; Mom wanting 
the boy to quit and Pop wanting his son to stick in there and 
wrestle. 

"And, once in college”, I asked the boy, “when the going 
gets tough and the work hard, you’ll take the easy way out 
and quit, right?” 

The boy immediately retaliated. He said his ‘Values had 
changed since he entered his senior year” and that he had to 
work in order to “support these values”. 

1 asked if his newly found values had blue eyes and blonde 
hair. 

“You older people don’t understand us.” said Bobby. 
“There’s a lot more to life than sports.” 

How true. 

“But, our way of life is based on competition - competition 
in sports, in jobs, in schools, in almost everything we touch. 
And what better way to prepare for that competition than 
having a healthy body and mind.” 

I asked the youngster to put himself in the shoes of this 
coach, Pete Kokanakes. 

"Here is a man who has devoted countless hours working 
with you and others so that you would master the complex 
movements of wrestling, give you knowledge that you’ll be 
able to use not only on the mats, but the rest of your life. 

“How would you like”, I asked, “working on a project and 
all of a sudden that project disappeared?” 

“But he’s getting paid, isn’t he?” 

"Is he?” 

Call it the generation gap, unable to communicate or a shift 
in values - we’ll never know. 

Sure Cure For Flu 

Joe Grasley, head track coach over at Cherry Hill High 
School, informs me that he and Bill Pinnell, athletic director 
and track coach at Garden City West High, will be handling the 
chores of getting the All- Area Track Meet off the drawing 
boards* nd into your schedules. 

Grasley, who happened to be at the West-Cherry Hill cage 
game Friday night, reminded me, “that the Sports Mooradian 
will be responsible for the medals.” 

And, I must confess, that sure remedy of mine offered to 
cage coaches Allen Gates, Gordon Davis, George Thompson 
Jr., and many others for the “Hong Kong flu" had backfired! 

I got rid of the flu - now I got the DTs. 

HAPPY NEW YEAR 


team was able to penetrate. 
The Eagles connected on ten of 
14 of their foul shots while 
Jackson had six for nine. 

Romulus snapped a 
three-game losing streak at the 
expense of Battle Creek 
Lakeview who stubbornly 
stayed with the Eagles 
although it trailed by as much 
as 18 points at one time. 

Johnican drilled in nine 
points in the opening period to 
quickly help the Eagles to a 
19-9 margin and Davis and 
Warren Bonam joined in the 
scoring spree in the second 
quarter to lift their team to a 
38-21 halftime margin. 

Up by 19 at the end of the 
third, Romulus saw its lead 
dwindle to six as Dave Frever 
provided Battle Creek with 19 
points but not enough to 
overcome the Eagle lead. 

Larry Smith and Davis each 
had 15 points to share their 
team's scoring honors while 
Johnson and Bonam also were 
in double figures with 13 and 
1 2 points, respectively. 

At the foul line, Romulus 
turned in with 20 of 29. 

Muskegon broke open a close 
first half as Glenn Metcalf 
provided the winners with 18 
points in the first round and a 
65-57 victory. The Eagles, with 
seven points from Nesbit, 
moved to a 15-14 tint period 
edge, but fell behind 35-32 at 
halftime. 

Romulus was never to see 
the lead again despite Smith’s 
‘hot hands'. Smith came alive 
with one of his best scoring 
performances of the year and 
dumped in 23 points. 

Coach Duva also saw his 
boys lose their second straight 
Twin Valley Conference match 
of the season as Hamtramck, 
hitting phenomenally from 
outside thq Eagle zone, broke 
loose from a 44-27 halftime 
'advantage to an 88-51 victory. 

(continued on page 10) 
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Plymouth’s Rally 
Rips Tigers, 74-36 


LEADING TIGER attack in 
Norm Harrington (above) who 
drilled in 14 points against 
Allen Park and ignited a rally 
which fell short by one basket. 
Harrington and the Tigers will 
resume cage competition on 
Tues , Jan. 7, taking on 
defending Class B State champ, 
Willow Run, on the Flyers’ 
court. 


WAYNE - Belleville’s 
unpredictable Tigers kept 
Plymouth in check- for a half 
and then fell apart in the third 
period to drop the opening 
round of the Wayne Holiday 
Basketball Tourney, 74-36. 

Coach Allen Gates received a 
steady performance from his 
cagers in the first period where, 
led by Norm Harrington, Bob 
Fowlkes and Dick Wenzel, the 
Tigers established a 14-12 edge. 

But, ineptness against the 
zone and turnovers, helped 
Plymouth to coinc back to 
take command 34-23. 

Sparked by a 12-point third 
period performance from 6-6 
pivot man, Don Gullekson, 
Plymouth moved out of 
trouble, 55-29, at the end of 
the third period and was never 
seriously challenged for the 
lead again. 

“Just when I think we have 
our problems licked," said 
coach Gates, “we faU back to 
them. I feel we have a good 


ball club, but we’re just going 
to have to work harder. 

Harrington was the only 
Tiger eager to hit in double 
figures. He had 12. 

Plymouth, meanwhile, 
received double figures from 
three of its cagers. Aside from 
(continued on page 10) 



FREE-FOR-ALL . Manuevering into position for a rebound 
are Plymouth’s Gregg Corrigan (50) and Belleville’s Bob 
Fowlkes (22). Also in on this "free-for-all’’ is Don Gullekson 
(44) who dumped in 12 of his 21 points in the third period to 
pull his team out of trouble and to a Holiday Tourney victory. 


BY ALLEN PARK, 52-50 

Belleville Nipped Again 


TEAM 

Bentley 

Plymouth 

Redford Union 

Allen Park 

Belleville 

Trenton 


Suburban Six 

WON 
2 


BELLEVILLE -Only five 
LOST points - two baskets and a 
0 foul shot - held coach Allen 

0 Gates and his Belleville Tigers 

1 in the bottom of the standings 

1 in the Suburban Six 

2 Conference. 

2 And for the want of 


three 


R & J Pads Lead 
In Senior League 




Bowling 


LODGE MASTERS 


TEAM 

W 

L 

Apex Rubbish Const. 

42 

22 

Acme Electric 

40 

24 

Gniewek’s 

38 

26 

Riteway Excav. 

,36 

28 

S. Horvath Masonry 

33 

31 

Lawson Realty 

32 

32 

Chernies, Inc. 

30 

34 

Team No. 4 

29 

35 

Vigos Lounge 

29 

35 

Joyce Exped. 

28 

36 

Allen’s 

25 

39 

Scsi Linc-Mercury 

• • • 

24 

40 

TEAM 

W 

L 

R &. J Super Serv. 

49 

15 

Dudick Constr. 

39 

25 

Krueger Hydraulics 

35 

29 

Memerings Marathon 

34 

30 

Canton Auto Parts 

31 

33 

Earl’s Mobil 

25 

39 

Travel Queen Camp. 

22 

42 

Rogalles 

21 

43 


& 



READY TO DRIVE — Belleville’s Bob Fowlkes (above) 
pauses to look over the situation against Plymouth in the first 
round of the Wayne Memorial Christmas Tournament. 
Fowlkes and his teammates had difficulty cracking Plymouth’s 
zone and wound up on the short -end of a 74-36 decision. 


WASILEWSKI INJURED 


Huron Cagers Retain 
Holiday Tourney Crown 


* f 


SKI-D00 

FOR 


’69 


Jt- H 




69 MODELS AVAILABLE 

• Immodiite Ddivery • Parts & Accessories 

• Trailers & Sleds • Snow Soils. Boots & Accessories 

• Experienced Mechanic 

HURON SOD FARMS, INC 

SALES end SERVICE 

30877 Pennsylvania, Romulus, Mich. 

Phone 941-2730 


NEW BOSTON - Working 
their way to three straight 
victories without as much as 
working up a sweat, Huron 
cagers and coach Dave Court 
captured their own Holiday 
Basketball Tournament 
Saturday for the second 
successive year by whipping 
Lutheran West in the finale. 
74-65. 

The victory over West, 
however, was a costly one. The 


Chiefs lost their prolific scorer, 
center 6-6 Rick Wasilewski, to 
an injury. Rick, who has been 
averaging 20 points per game, 
caught an elbow in the face 
under the boards and was 
rushed to the hospital where 
12 stitches were needed to 
close the facial wound. 

Coach Court hopes to have 
his pivotman back in the 
line-up before the conference 
war continues on Jan. 7. 


"He’s the key to our game," 
said coach Court, “and, 
needless to say, without him 
it’ll be pretty tough.” 

"But I admired the way the 
rest of the squad picked up the 
slack and kept in there to the 
end.” said Court. 

(continued on page 10) 


R & J Super looked “super” 
against Dudick’s, picking on 
the second place team for four 
points to increase its lead by 
ten in the Lodge Lanes 
Tuesday Nile Ladies Senior 
House Bowling League 

The front-runners appear to 
be heading straight for the title 
as the challenger weakened in 
the showdown. 

One consolation, however, is 
that Dudick’s held on to the 
High Team Series of 2315. R & 
J found its way into second 
place also in that category, 
getting a 2264 performance. 

Earl’s dropped to third with 
a 2207. 

Carol Lundine's 519 senes 
still is the series to beat in the 
league. Delphine Dudick is in 
the runner-up berth with 499 
and Linda Hermanson and Kay 
Jaszcz are knotted up in third 
with 495 scries. 

•The front-running R & J 
Super team also displaced 
Dudick’s in the High Team 
Single Game bracket, rolling an 
857 which erased the previous 
high of 846. Earl’s Mobil hangs 
on to third with 787. 

An impressive 205 game, 
bowled by Miss Dudick sticks 
as the top score for the High 
Individual Single Game. Kitty 
Chudzihski came close when 
she chalked up a 203 and Carol 
Lundine maintains third 
position with a 198. 

Mystery Game winners were 
Penny Mills and Bonnie Moon 
who shone with 144 and 114, 
respectively. 

The lucky Christmas Prizes 
winners were also announced 
-last week with Linda 
Hermanson, Donna Dahlgren, 
Virginia Powers and Nancy 
Schonscheck strolling off with 
the prizes. 

Coming up with converted 
splits were Miss Hermanson 
who socked the 5-10 for a 
loop; Barb McArthur and Pat 
Schonscheck, both of whom 
realized the 2-7 while Nancy 
Schonscheck and Kitty 
Chudzinski came through on 
the 3-10. 

Also making "toughies” were. 

Tyrone Hemphill set a 
Wayne State University 
Matthaei Building record on 
Dec. 21, 1968, by grabbing 28 
rebounds and also posted 
WSU’s highest individual point 
total in the building, 32 points. 


Sharon Courier and Sue Heuser 
who erased the 5-7-9 pins and 
Nancy Duede who made the 
5-7 fly. 


points, the Tigers sustained 
their second straight league 
setback, 52-50, to Allen Park, 
making it the second successive 
Friday that the Belleville 
quintet has lost a game by two. 

Previously, Livonia Bentley 
got by coach Gates’ team, 
59-57, in the league opener. 

"We seem to hit a cold streak 
and that wipes us out,” said 
coach Gates who is searching 
for his first victory since taking 
over the head coaching job this 
season. 

“We look good in spots, 
then, we take poor shots," he 
said. "And it ruins us." 

(continued on page 10) 


Area Top Scorers 


Players 

Jim Alvcrson (Rob) 
Ron Daniels (W) 

Rick Wasilewski (H) 
Keith Cabanaw (CH) 
Duane Drewitz (GCW) 
Jim Inman (H) 

Matt Piscopink (SM) 
Rick Drewitz (GCW) 
Robert Grayson (1) 
Harold Slade (GCE) 
William Healey (1) 


Average 


FOUL SHOOTING 

How They Stand 


Number of Games 


School 

Garden City East 
Huron 
Cheny Hill 
Wayne Memorial 
Inkster 
Franklin 
Robichaud 
John Glenn 
Romulus 
Garden City West 
Belleville 
Mary’s 


WEEKEND OF SPORTS 

FRIDAY, JAN. 3 
Lincoln Park at Romulus 
Ypsilanti at Wayne Memorial 
St. Mary at Mt. Carmel 
Franklin at Plymouth 
Kennedy at West 
Crestwood at Cherry Hill 
TUESDAY, JAN. 7 
Belleville at Willow Run 
Airport at Huron 
Franklin at Bentley 
West at Crestwood 
East at Robichaud 
Southgate at Cherry Hill 


Attempted Percentage 
Fouls 

106 of 145 .731 

57 of 85 .658 

96 of 148 .648 

55 of 87 .632 

79 of 127 .622 

81 of 128 .617 

57 of 93 .613 

88 of 145 .607 

37 of 65 .569 

38 of 72 .527 

47 of 98 .471 

49 of 107 .458 


RENT A TRUCK 

Pick Up • Stakes • Grain 
bed, Hyd. Lift Gate-Mov- 
ing Vans. Drive Yourself 
and save 2/3. 

A truck fr>r your every 
hauling need 

WHIT’S 

f/ENT-A-TRUCK CO 

2714 WosKtenow, Yp««lonfi 
Phono HUntor 4 4434 


HflN years i vi party 

15.00 PER COUPLE 

FOOD - ENTERTAINMENT - DANCING 

BOWLING 

I MOONLITE STARTS AT 10 ) 

OPEN TILL FOUR 

X-od/je, jLwa S XoMjc 

Call 699-2961 For Reservations 
1-94 EXPRESSWAY NEAR BELLEVILLE ROAD 
Next to HOWARD JOHNSONS 


Keep Your Car 
FREE OF SALT! 

AUTOMATIC CAR WASH 

Still g® ( 

Only ^ *" * 

5 POINTS SEL ffl 


WHITEWALL SALE 


J * Stay 
in Your 

Car! 

SELF-SERVICE 

SENTER 




NYLON CORD PAIRS 

‘40 


Set of 

loo”:,-* 

Plus $2 21 
each F.E.T. 
Famous first quality Ktlly Spring),# ia. 

Factory Fresh 


2 for 



Corner St. Aloysius & Huron River Drive 
Opposite Romulus Recreation 


" 

SPARTAN TIRE ! 

835 Ecorse Rd., Ypsilanti — Phoni 

Hourai 8(30 to 6i30 Dolly * Saturday 6t30 to 5s( 

STORES 

482-1200 

30 • Closed Sundays 

TV 

TIRES FAMOUS FOR QUAI 
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Prep Cage Predictions 

PANEL 

Lincoln 

Park 

at Romulus 

Ypsi 

at 

Way na 

St. Mary 

at 

Mt. Carmel 

Franklin 

at 

Plymouth 

Kennedy 

at 

GC West 

Crestwood 

at 

Cherry Hill 

East 

at 

Robichaud 

Belleville 

at 

Willow Run 

Airport 

at 

Huron 

bob McClellan 

Romulus 

Ypsi 

Mt. Carmel 

Plymouth 

West 

Cherry Hill 

East 

Willow Run 

Airport 

TOM M00RADIAN 

Romulus 

Ypsi 

Mt. Carmel 

Plymouth 

West 

Cherry Hill 

East 

Willow Run 

Airport 

dick Mcknight 

Romulus 

Ypsi 

St. Mary's 

Franklin 

West 

Cherry Hill 

East 

Belleville 

Airport 

TOM ISLEY 

Lincoln Park 

Ypsi 

Mt. Carmel 

Franklin 

West 

Crestwood 

East 

Belleville 

Airport 

RAY CLIFT 

Romulus 

Ypsi 

Mt. Carmel 

Franklin 

West 

Cherry Hill 

East 

Willow Run 

Airport 

BERT 0STERBERG 

Romulus 

Ypsi 

Mt. Carmel 

Franklin 

West 

Cherry Hill 

East 

Belleville 

Airport 

CHARLES DICKS0H 

Lincoln Park 

Ypsi 

Mt. Carmel 

Franklin 

West 

Crestwood 

East 

Belleville 

Airport 

C0HSEHSUS 

Romulus 

Ypsi 

Mt. Carmel 

Franklin 

West 

Cherry Hill 

East 

Belleville 

Airport 


RALLY BEATS TIGERS 


ON HAND - U of M backfield coach Tony Mason (on left) gets a welcoming hand from 
Mickey Reel, of Romulus Rotary Club and MC of the first annual Romulus Athletic Gub’s 
Little League banquet held recently. Tony, who really didn’t need any introduction, told a 
crowd of more than 700 the importance of athletic competition. 


HURON RETAINS TITLE 


(continued from page 9) 


Wasilewski, before heading 
to tne hospital in the second 
quarter, drilled in ten points to 
lead the Chiefs to a 23-15 first 
period. Jim Inman and Ron 
Edmonds helped the Chiefs 
maintain the lead which the 
Chiefs held at halftime, 41-30. 

Although West was still in 
the game at the end of three, 
56-46, they never gained 
possession of the lead. 

Edmonds turned in a career 
scoring high in the finals, 
scoring on 10 field goals and 
nine free throws for 29 to wind 
up the game’s highman. He 
beat Lutheran West’s Russ 
Gartha, who had 24, for 
individual scoring honors. 


The Chiefs had an 11 point, 
49-38, third period lead. 

Balance scoring, provided by 
Edmonds, Inman, Wasilewski 
was the difference. Wasilewski 
again slipped in 20 points while 
Ininan and Edmonds had 15 
and 16, respectively. 


In Huron Conference action 
however, Flat Rock handed the 
Chiefs their third setback 
against one victory last week. 
Trailing most of the way, 
Huron helped Flat Rock with a 
pair of technical foul shots 
when two of their players 
appeared on court in the 
closing minutes with incorrect 
numbers on their jersies. 


Also in double figures for the 
tourney champs were Joel 
Rickert who sank 18 and 
Wasilewski. 

At the foul line the Chiefs 
posted 23 for 40 for the night. 

To quality for the 


Flat Rock made good of 
those chanties and gained 
possession of the ball after 
each throw to win a close 
61-58 decision from the Chiefs. 

Edmonds chipped in 21 
points and Wasilewski had 18 
in the Huron loss. 


HURON -74 


championship, Huron routed 

Players 

FG 

FT T 

Dearborn Heights Annapolis, 

Michling 

1 

2 

4 

73-50, as Wasilewski and 

Richert 

7 

4 

18 

Inman picked up 19 and 20 

Kentala 

1 

2 

4 

oamK resnecHv^ly. Also in 

Wasilewski 

3 

4 

10 

^^^T^f ****^ as Kicncrt who 

Edmonds 

10 

9 

29 

added 11. 

Inman 

4 

1 

9 

In the opening round of 
competition, Huron tripped up 

Dregansky 

0 

1 

1 

Killingbeck 

2 

0 

4 

league rival, Carlson, 65-44, 

LUTHERAN WEST- 

65 


erasing a first period threat to 

Players 

FG 

FT 

T 

go ahead 36-24 at halftime. 

Vershedt 

1 

0 

2 


BELLEVILLE NIPPED 


(continued from page 9) 
aprinst the Jaguars. With 
pivotman John Yocum hitting 
for eight points, the Tigers 
gained a 16-9 edge. But they 
could manage only eight points 
in the entire second quarter as 
Allen Park’s Chuck Beaney 
carried his team within two 
points of tying it up at half, 
24-22. 

Belleville’s gunners were 
again off target in the third 
quarter and were outscored 
18-7. Norm Harrington 
brought his team back into the 
game with a couple of lay-ups 
and with less than a munute to 
go his basket deadlocked the 
score at 47-all. 

But Jim Crabtree’s tip-in 
shattered the tie and gave ♦he 


offensive game of the current 
campaign, scored on five 
baskets and six free throws for 
16 which was high for the 
game. Harrington was also in 
double figures with 14. 

The Parkers had three men in 
double figures. Mike Fergerson 
connected for 15, Beaney had 
13, and Dale Pretty slipped in 
10 . 

BELLEVILLE - 50 


Players 

Harrington 

Krawulski 

Yocum 

Wenzel 

Pettus 

Fowlkes 

Ford 


ALLEN PARK -52 


Players 


Jaguars the lead for good. 

Beaney 

5 

3 

13 

Belleville could have won it 

Wilson 

1 

0 

2 

at the foul line where they 

Pretty 

3 

4 

10 

realized 16 of 26 attempts to 

Cabawaton 

3 

2 

8 • 

AUen Park’s 14 of 25. 

Fergerson 

6 

3 

15 

Yocum, playing his best 

Crabtree 

1 

2 

4 


NBD Sports Film Series 


Underway in Romulus 


(see picture page 3) 

ROMULUS - A new series 
of athletic instructional films, 
endorsed by the U.S. Olympic 
Committee and the President's 
Council on Physical Fitness r is 
being distributed to high 
schools in the Detroit area, as a 
public service, by National 
Bank of Detroit. 

The program got under way 
in the Romulus area when 
Edmund A. Galazka, manager 
of the NBD Metropolitan 
Airport office made the 
presentation of three films to 
Robert L. McConeghy, 
Superintendent of Schools. 

Produced by Dr. Frank J. 
Ryan, who is both an 
experienced college coach and 
practicing research 
psychologist, the films are 
designed to motivate young 
athletes, as well as to 
demonstrate the techniques of 
various sports. 

HIGH SCHOOLS 
participating in the NBD 
program will receive three new 
films each year. Films are 
presently available on 20 
different subjects. 

Filming techniques include 
the use of multiple-camera 
setups, slow motion, 
stop-action, and animation. 

Team sports are taught 


through a combination of 
demonstration and game action 
shots, attention to individual 
athletes in specific positions 
and animation. College teams 
and coaches arc utilized. 

In individual events, such as 
swimming, track and field, 
techniques are demonstrated 
by star athletes. 


HURON 


(continued from page 9) 
Only Davis managed double 
figures. He scored 13. 

Dale Stempek collected 31 
points for the Cosmos who 
picked up their first victory of 
the season win in the league. 

ROMULUS -48 


Players 

FG FT 

T 

Smith 

3 0 

6 

Davis 

8 1 

17 

Nesbit 

2 5 

9 

Szyndlar 

0 1 

1 

Halimon 

1 0 

2 

Johnican 

6 1 

13 

Bonam 

JACKSON 

0 2 

-64 

2 

Players 

FG FT T 

Pa hi 

5 3 

13 

Divine 

13 0 

26 

Steadman 

6 1 

13 

Sheridan 

1 0 

2 

Liebner 

1 1 

3 

Dull 

2 0 

4 

Tomshack 

1 0 

2 

Foster 

G i 

1 


Gartha 

Nash 

Kamin 

Wolfrin 

Rottermond 

Hoffman 


4 24 
1 1 
2 16 

0 4 
3 15 

1 3 


(continued from page 9) 

Gullekson’s 21 (most in the 
second half), Gregg Corrigan 
sank 10 while Ken Jones had 
15. 

At the foul line. Belleville 
carded six of 1 1 to Plymouth’s 
12 of 23. 

Bclleyjllc was to play Wayne 
Memorial Saturday night inthe 
consolation game rpeceeding 
the championship match 
between John Glenn and 
Plymouth. 

BELLEVILLE - 26 
Players FG FT T 

Harrington 6 0 12 

Fowlkes 2 2 6 


Yocum 

Wenzel 

Devers 

Williams 

Billings 


Wayne State University will 
stage its Second Annual Motor 
City Invitational 
Championships in swimming 
on March 7-8, 1969. 


PLYMOUTH - 74 


Players 

Corrigan 

Jones 

Gullekson 

Kellman 

Cunningham 

Lathan 

Osmer 

Bauman 

Johnson 


FG- FT 


T 

10 

15 

21 

2 

7 

7 

2 

4 

6 


BOAT SHOW CONTEST PRIZE - Two of these fiberglass 
Aero-Craft runabouts sitting on Little Dude boat trailers are 
the grand prizes in the Greater Michigan Boat Show’s “draw 
your dream boat” contest. The show opens Jan. 25 at Detroit 
Artillery Armory. 


GLASS 


RESIDENTIAL •COMMERCIAL 
SCREENS-STORMS 
Repaired or Replaced 
P**-U p 8. r-p H0NE I 24 Hour 
D * I,V * , V 1697-0713 | Emef g cnc V 


BELLEVILLE 
GLASS CO. 


646 SUMPTER RD. 
Belleville. Mich. 


(Hit 


This 10-piece Fire-King Ovenware Set by Anchor Hocking 
will make any dining occasion festive. 


Let the intricate designs of this dramatic punch bowl and 
matching cups catch the gay lights at your next party. 


Who are you today? A scary crocodile, a man-eating tiger, or maybe 
a big bad wolf. Animal glasses make mealtime a fun time. 


WINTER 


SAVINGS 


SPREE 


Receive either of these 
Anchor Hocking sets FREE for 
opening or adding to your passbook 
savings account in the 
amount of $200 or more 


Bring carefree, informal dining pleasure to your table 

with this 10-piece “Sierra Ware" ovenware set from Anchor Hocking. 

Or, for more elegant entertaining you’ll find this gracefully 

styled footed punch bowl is handsome on buffet or table. Either of these 

party-time sets is yours free simply by opening or adding to 

your Wayne Federal passbook savings account in the amount of $200 or more. 

And remember, each would be a glamorous gift to give or receive. 

Passbook savings grow fast with Wayne Federal’s 4.5% current rate, 
paid and compounded quarterly. Saving the passbook way is 
the flexible way, too, because you can add or withdraw at any time— 
and when you save by the 10th of any month, your funds earn from the first 
of that month. Earnings are paid on March 31, June 30, 

September 30, and December 31. And, your savings are safe 
when you save the Wayne Federal way because they are insured safe up 
to $15,000 by the Federal Savings and Loan Insurance Corporation, 
an agency of the U.S. Government. 

5% and 5.25% Savings Certificates are also available. Ask for details. 


JUST FOR THE KIDS! 

Help your youngsters get the savings habit. Open an account 
for them at Wayne Federal and encourage them to save 
for something they want. Kids enjoy saving up a little money 
and putting it in their very own account. Put $25 
in a new or existing child's account (which can be held jointly with 
one or both parents) and receive these animal glasses free. 


WAYNE 

FEDERAL 

SAVINGS 


MAIN OFFICE WAYNE 35150 MICHIGAN 
OETROIT 1556 WOODWARD 
YPSILANTI 123 W. MICHIGAN 
BELLEVILLE 106 MAIN 


Hours: Monday through Thursday 9-4 / Friday 9-6 / OPEN SATURDAY MORNINGS, f-12 


GIFTS CANNOT BE MAILED. OFFER EFFECTIVE MONDAY, DECEMBER 9, 1968 AND GOOD ONLY AS LONG AS SUPPLIES LAST. 
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Postal Rates on Publications 
Will Increase on January 1 


I 


Boy Scout's 69 Jamboree Applicants to be Selected 


BELLEVILLE - Postal rates 
for newspapers and magazines 
and other material mailed at 
the second-class rate will be 
increased Jan. 1, Postmaster R. 
J. O'Neil reminded second-class 
mailers this week. 

The increase results from the 
postage rate law enacted in 
December, 1967, which raised 
most second-class rates in three 
annual steps, Postmaster O'Neil 
pointed out. 

The Jan. 1 , hike is the second 
phase of the increase. The first 
phase took effect Jan. 7, 1968, 
and the third step will go into 
effect Jan. 1, 1970. 

The second-class rate 
increase affects general 
interest, non-profit and 
classroom publications. 

• • • 

RATES ALSO will go up this 
Jan. 1 for controlled 
circulation publications. These 
are primarily trade, technical 
and industrial journals which 


generally do not charge a 
subscription fee and are not 
eligible for second-class rates. 

The 1967 postal rate law 
called for a three-step raise for 
controlled circulation 
publications, to be effective 
the same dates as the 
second-class increases. 

Except for home-county 
mailings, postal rates for 
newspapers and magazines 
mailed second-class are based 
on the weight of the 
publication, the amount of 
advertising it contains, and the , 
distance it is mailed. 

Effective Jan. 1, rates for 
editorial or non-advertising 
matter in commercial 
publications will be increased 
from 3 to 3.2 cents per pound. 

* • • 

RATES FOR advertising 
content depend on the distance 
the publication is mailed. 
These zone rates now range 
from 4.6 to 1 5 cents per pound 
of advertising content. The 


new advertising zone rate range 
will be 4.9 to 16 cents. 

There are special lower 
second-class rates for classroom 
publications and publications 
of nonprofit organizations. 
These rates also will be 
increased on Jan. 1. 

Postmaster O’Neil said that 
second-class or controlled 
circulations mailers who need 
more detailed information on 
the new rates should contact 
the Post Office where their 
publications are mailed. 


Boy Scouts and Explorers 
who apply to attend the 7th 
National jamboree of the Boy 
Scouts of America next 
summer will be interviewed by 
the local jamboree committee 
of the Detroit Area Council, R. 
T. Johnstone, council 
president, has announced. 

"Every section of our 
metropolitan area will be 
represented in the local 
delegation to the National 
Jamboree,” ’ Johnstone said, 
“and the selection committee 
will be concerned with each 
boy’s school record and 
extracurricular activities 


including religious and 
community participation.” 

The jamboree will be 
attended by over 40,000 
persons at Farragut State Park, 
Idaho, from July 16-22. The 
Jamboree theme is Building To 
Serve. 

• e • 

APPLICATIONS ARE being 
accepted from Boy Scouts who 
were 12 on or before 
September 1, 1968, and who 
earn the Star rank by July 1, 
1 969. Explorers must have 
been registered as a Boy Scout 
who were 12 on or before 
September 1, 1968, and who 


earn the Star rank by July 1 , 
1 969. Explorers must have 
been registered as a Boy Scout 
or Explorer before July 1 , 
1968. 

The Detroit Area Council 
expects to have 460 boys and 
36 leaders at the national 
encampment. Tentative plans 
arc for the local contingent to 
travel to Idaho by way of 
chartered trains. Actually there 
will be two groups. . .Tour “A” 
will leave Detroit on Tuesday, 
July 8, 1969, will sightsee in 
Seattle, Puget Sound and 
Victoria, British Columbia 
enroute to the jamboree, and 


will sightsee at Glacier National 
Park on their return to Detroit 
on July 25. 

Tour ”B” participants will 
depart from Detroit on Friday, 
July 1 1 , sightsee at Glacier 
National Park, attend the 
jamboree, and spend part of a 
day at Whitefish, Montana, 
returning to Detroit on July 
25,1969. 

Chairman of the local 
council’s jamboree committee 
is Read Jenkins, Senior 
Vice-President of J. L. Hudson 
Company. Serving as the 
Vice-Chairman is S. J. Rozema, 
Executive Vice-President and 


General Manager, Campbell 
Ewald Company; and 
Participation Chairman is Duke 
Fisher, Vice-President-Publicity 
Director of J. L. Hudson 
Company. 

For complete information on 
the jamboree, fees, personal 
equipment, training, and 
application forms, parents and 
leaders may call the Detroit 
Area Boy Scout Service Center 
at 897-1965. 


West Germany will finance 
S87.5 million with Syria for 
construction of a dam on the 
Euphrates River. 


School Sponsored Events 
Free to Senior Citizens 

BELLEVILLE - As a token of appreciation to senior 
citizens for past contributions to better education for 
Van Buren children and youth, the Board of Education 
has approved organization of a Gold Card Club. 

Each member of the Gold Card Club will be issued a 
membership card entitling him to free admittance to 
school-sponsored activities. Only requirements for 
membership are: (1) Be at least 60 years of age (2) Live 
in Van Buren School District. 

Concerts, plays, and athletic contests as well as tuition 
free enrollment in adult education classes will be among 
the school-sponiored events included for holders of the 
gold colored membership cards. 

A list of school functions will be mailed to each 
member several times each year. 

The Van Buren Board of Education urges that 
everyone who can meet the requirements complete the 
application blank below and return it to the office of the 
Superintendent of Schools at 501 West Columbia, 
Belleville. 


Van Buren Public Schools 
SENIOR CITIZEN GOLD CARD CLUB 
Membership Application 


Name 


Address 


I hereby certify that 1 am at least 60 yean of age and a 
resident of the Van Buren School District. 


Signature 


600 Million For Expansion 


DEARBORN - Ford Motor 
Company plans to spend more 
than $600,000,000 in 1969 to 
expand and modernize its 
facilities to meet “continuing 
growth in the sales of Ford 

P roducts worldwide,” Henry 
ord II, chairman of the board, 
announced at a year-end news 
conference last Wednesday in 
Dearborn. 


Area Obituaries 


MICHALEK, Andrew John, 
84, 44381 Gay rd., Belleville, 
died Dec. 27 at his home. A 
native of Poland, he was bom 
Nov. 30, 1884, and was a 
member of St. Anthony’s 
Catholic Church. 

Surviving are his wife, 
Victoria; four children, Mrs. 
Josephine Hughes, of Taylor; 
Joseph Michalek, of Ida; Mrs. 
Agnes Moravik, of Ypsilanti; 
and John Michalek, of Inkster; 
10 grandchildren; nine 
great-grandchildren; and a 
brother, Frank Michalek, in 
Poland. 

Services were to be held 
Tuesday, Dec. 31, from St. 
Anthony’s Church, the Rev. 
Albert J. Folta presiding. 
Burial was to be in Michigan 
Memorial Park. Arrangements 
were by Roberts Bros. Funeral 
Home. 

• • e 

SORNA, Arthur John, 45, 
90 Henry st., Belleville, died 
Dec. 25 in Riverside 
Osteopathic Hospital, Trenton. 
He was bom August 1, 1923, 
in Muskegon. 

Surviving are his wife, Joyce; 
two children, Joseph Michael 
and Linda Lee, both at home; 
his mother, Mrs. Elizabeth 
Tobias, of Detroit; and five 
brothers and sisters, Joseph F. 
Sorna, of Dearborn Heights; 
William Soma, of Detroit; John 
Sorna and Mrs. Lillian Nichols, 
both of Livonia; and Franklin 
D. Sorna, of Karlin, Mich. 

Services were held Monday, 
Dec. 30, from Roberts Bros. 
Funeral Home followed by 
cremation at Woodmere 
Crematory. The Rev. A. B. 
Sprunger officiated. 

• • * 

SAMSEL, Stanley Edward, 
55, 43180 Harris rd., Belleville, 
died Dec. 23 in Annapolis 
Hospital, Wayne. He was bom 
Feb. 12, 1913, in Chicago, 111., 
and was a member of theGrace 
Baptist Church. 

Surviving are his wife, 
Rosemary; four children, 
George, David, Stanley Paul, 
and Kimberly, all of Belleville; 
two grandchildren; and two 
sisters, Mrs. Wanda Bog, of 
Livonia, and Mrs. Helen 
Ostram, of Detroit. 

Services were held Friday, 
Dec. 27 from Roberts Bros. 


Funeral Home. The Rev. 
Kinniman Crawford presided 
and burial was in Michigan 
Memorial Park. 

• * • 

PLAGUE, Forrest Wesley 
(“Cap”), 65, 220 W. Columbia 
ave., Belleville, died Dec. 24 in 
Rest Haven Home, Northville. 
He was bom June 4, 1903, in 
Battle Creek. 

Surviving are his mother, 
Mrs. Wilhelmina Sinclair, of 
Seattle, Wash., and an aunt, 
Mrs. Rhea Sobolewsky, of 
Belleville. 

Services were held Friday, 
Dec. 27, from Roberts Bros. 
Funeral Home, with Pastor 
William K. Dennis officiating. 
Burial was in Hillside 
Cemetery. 

• • • 

BOLDA. Frank B.. 66, 
1 1754Norbome, Detroit, died 
Dec. 18 in St. Mary’s Hospital. 
He was a former resident of the 
New Boston area. 

Surviving are his wife, Saide: 
two children, Sister Mary 
Colette, CSSF, and Francis B. 
Bolda, of Belleville; and four 
grandchildren. 

Services were held Saturday, 
Dec. 21, from Uht Memorial 
Funeral Home. The Rev. 
Sheltreau officiated at 10 a.m. 
services in St. John Bosco 
Catholic Church, Redford 
Township. Burial was in 
Michigan Memorial Park. 

• • • 

DENNIS, Earl E., 48, 19081 
Hannan rd., Romulus, died 
suddenly Dec. 19. A lifelong 
resident of the area, he was 
employed by Brady Motor 
Freight, and was a veteran of 
World War II's European 
Theatre of Operations. 

Surviving are his wife, Viola; 
two sons, Earl Dennis, III, and 
Donald; and a daughter, Judy. 
He also leaves five 
grandchildren and nine 
brothers and sisters: William 
Dennis, John Dennis, Bion 
Dennis, Richard Dennis, 
Robert Dennis, Mrs. Wanda 
Peterson, Mrs. Dorothy 
Andrews, Mrs. Sarah Velcinte, 
and Mrs. Treva Ann Hightower. 

Services were held at Uht 
Memorial Funeral Home, 
Westland, Monday, Dec. 23. 
Burial was in Cadillac Memorial 
Gardens, Westland. 


“SUPER4HGHT” QUALITY 

PORK 

LOINS 

3949 


mud , mellow 


shank 

half 


14 fol 6 -Li. 


lb 


CIHTIR *>• C “ T 

Pork Chops 


lb. 


Whole Homs “ 65 

Buff Portion “ 59‘ 


"SUPER-RIGHT" FULLY-COOKED, WHOLE OR HALF 

Semi-Boneless Ham 


lb 


SUPER-RIGHT" BONELESS, FULLY-COOKED 


Canned Hams 
PORK CHOPS ~ 

65^ 


69 


SIZE 


79 


The 1969 outlay for capital 
improvements in the United 
States and abroad compares 
with about $500,000,000 in 
1968. 

Nearly 7,000,000 square feet 
of new floor space will be 
completed in 1969. The 
current expansion schedule 
includes additions of nearly 
4,200,000 square feet. 


9 to 11 Chops In Pkg. 
Cut from V* Pork Loins 
Ends and Contort Mixed 


Whole Fryer Legs 

or Breasts 44 


(Ribs and Backt Attached) 


c 

lb 


LARGE SIZE CALIFORNIA 

RED OR GOLDEN— 113 SIZE 

Navel ORANGES 

Delicious Apples 

\ 

SIZE M 

9 <ooz. 

10 >£-89* 

FLORIDA 176 SIZE 

Tangerines • • . 

... 49' 

CALIFORNIA SIZE.20 a jjs. 

Avocados 2 “49 


TtoCiday (yzocezy t Jauozite& 


SAVE 10c— JANE PARKER 


Plat 
Depot it 


Potato Chips. . . 

FRENCH ONION 

Chip Dip 

EXCEL 

Assorted Nuts. • 

YUKON CLUB GINGERALE OR 

Sparkling Water 

BARTENDER BRAND 

Cocktail Mixes 

ROMEO 

Maraschino Cherries 

ALL FLAVORS— CRESTMONT 

Ice Cream Quality O O O O • 

FOR DESSERT TOPPING 

Whipping Cream . • • . 


1-LB. 

BOX 


1-PT. 

CTN. 


14-OZ. 

CAN 


24-OZ. 

BTL. 


12 ENV. 
IN PKG. 


10-OZ. 

JAR 


Vs -GAL. 
CTN. 


QT. 

CTN. 


59 

49 

69 

11 

69 

29 

89 

99 


JANE PARKER ■■ 

Corn Chips « 59' 

29 
89 
89 


AAP 

Cream Cheese 

DRY ROASTED 

Planter’s Cashews • • • 

DRY ROASTED 

Planter’s Mixed Nuts • 

7c OFF LABEL 


8-OZ. 

PKG. 


8’ 4-OZ. 
JAR 


8-OZ. 

JAR 


/c UM- LABtL 2-LB. M dKf 

Spry Shortening ’“an 69 

3c OFF LABEL 

Good Luck Margarine 28 

A&P 5-GRAIN m MM MM m MM# 

Aspirin 100 ■&. 19 

FOR HOLIDAY RELIEF m am, 

Alka-Seltzer ~ 47 


we care 



Prices Effective Thursday, Dec. 26th 
through Tuesday, Dec. 31st 
in Wayne, Oakland, Macomb 
and Washtenaw Counties 


"lUPER- RIGHT" QUALITY BEEF 

Chuck Steak .... 

. ‘ 69’ 

BOSTON STYLE BUTT 

Pork Roast 

‘ 59’ 

CUT FROM BOSTON BUTTS 

Pork Steak 

,69’ 

COUNTRY STYLE 

Spare Ribs 

, 49« 

ECKRICH 

Smorgas Pack . . . 

89’ 

MARSHALL FARMS— White and Mixed 

Turkey Rolls. . . . 

, 1 1* 

OSCAR MAYER 

Little Wieners . . . 

S’ i-OZ. AQ< 

PK0. “fj 

OSCAR MAYER 

Little Smokies . . . 

i-oz. AQt 
FRO. "fT 


Peeled and Develned 

SHRIMP 


114-LB. BAG 


2 69 5 


3-LB. BAG 


29 


VELVET CAKE AND 

Pastry Flour .... »*' 

IMPERIAL 

Margarine 

■RECK BRAND 

Shampoo 

BRECK BRAND 

Shampoo 

NESTEA 

Instant Tea .... 

GALA BRAND 

Paper Towels . . . 

10c OFF LABEL— DOW 

Bathroom Cleaner 

10c OFF LABEL— BRUCE'S 

Clean and Wax . . 

BRUCE’S FIVE MINUTE 

Wax Remover . . . 

BONUS PACK 

Handi-Wrap 

LANO O’LAKES LIGHTLY SALTED 

Butter 


4-OZ. 

BTL. 


7-OZ. 

JAR 


BIG 

ROLL 


1-LB. 

1-OZ. 

CAN 


1-PT. 

1-OZ. 

CAN 


1-QT. 

1-OZ. 

CAN 


1-LB. 

PKG. 


1-LB. 

PKG. 


SOFT FLEISCHMANN'S 

Margarine .... 

BLUE BONNET 

Margarine «• 


59 

38’ 

53’ 

87 

79 

32’ 

53’ 

79 

79’ 

28’ 

79 

43’ 

26’ 


CHUN KING FROZEN MEAT AND 


Shrimp Egg Roll . 

CHUN KING 

Chicken Egg Roll . 


12-CT. 
. e PKO. 


12-CT. 

PKG. 


59’ 

69’ 


AAP GRADE "A' 


HOI r u n mu l 

Small Peas .... 5 

PILLSBURY 

Buttermilk Biscuits 2 


1-LB. 

CAN 


•-0Z. 

TUBE- 


00 


1 
19 


MARY KITCHEN 1& QZ 

Roast Beef Hash . . . e»* 

PEPSODENT— Medium or Hard 

Adult Toothbrush . . . “ CH 


m kHtUy „ 

49 Old Style Sauce . . . . 

M dir LA0V BCTTV FRESH SWEET 

49 Cucumber Wafers . . 


7-OZ. 

BTL 


1S-0Z. 

JAR 


33 

25 


BIROS EYE 


DOG FOOD 


KAL KAN 


HOG FOOD 




1* 

PILLSBURY EXTRA UOHT ^ 

Buttermilk Biscuits 2 «»•** 1 9 

BON AMI— 2c OH Label 

Polishing Cleanser . . 

14*02. 1 Ai 

CAN |4 

CARNATION CREAMER 

Coffee Mate .... 

• i 

t.l R. 
’•0Z. 

JAR 

88 

1* 

SUNSHINE CRACKERS 

Cheez Pleez . . 

•v^-oz. OOc 

BON AMI— 10c OH Label 

Dust V Wax ..... 

w /LO c 

CAN Ow 

FRENCH'S— With Pump 

Salad Mustard , . , 

e 

12-OZ. 

JAR 

29 

i’ 

MAXWELL HOUSE 

Instant Coffee . , 

io-oz. 1 25 

i . JAR | 

VASELINE 

Hair Tonic ...... 

u4-oz. CCc 

pu. 55 c 

CANADA DRY 

Glngerale o'?;'." . . 

2 

1-PT. 

12-OZ. 

BTLS- 

53 

1’ 

MAXWELL HOUSE 

Instant Coffee . 

i-oz. Q Ac 
r a a 07 

UNIQUE 

Floor Wax 

j& 99’ 

CANADA DRY 

Club Soda . . 

2 

1-PT. 

12-OZ. 

BTLS. 

53 


Colombia 11 

COFFEE 

•n Meat ill P 1 


A&P 100% 

COLOMBIAN 

COFFEE 


1.LB. 

CAN 


77 


MICRIN ORAL 

Antiseptic 


12-OZ. 

BTL. 


83 


GIANT SIZE DETERGENT 

DRIVE 


70c 

Off 

Label 


68 


£ 3-LB 


1-OZ. 

BOX 


70c 

Off 

Label 


LIQUID DETERGENT 

LUX 

46 


1-PT. 

6-OZ. 

BTL. 
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SCHOOL CHORAL CONCERT — Fourth grade students at Haggerty Road Elementary 
School presented an “interesting” Choral Concert at the School Dec 12. Shown above are the 
members of the school’s choral concert and Christmas program. 


THREATENS HEALTH CARE 


Officials Battle U.S. Plans 
To Cut PRESCAD Funds 


A freeze has been ordered on 
the number of youngsters 
served by the Wayne County 
Health Department’s 
PRESCAD program of health 
care for underpriviliged 
children while county officials 
battle Federal plans for a 
funding cutback. 

If the effort to ward off the 
impending cutback fails, 
thousands of children may 
have to be dropped from the 
program Dr. George E. Pickett, 
acting Detroit-Wayne County 
Health Commissioner, stated. 

An appeal for intervention is 
being made to the Wayne 
County delegation in Congress 
on behalf of the County Board 
of Supervisors. The impending 
cutback is described as a “grave 
threat” to the health care of 
the children. 

The PRESCAD program 
began in October, 1966, with a 
$4. 2-million first-year grant 
from the Children’s Bureau of 
the Department of Health, 
Education and Welfare. 
PRESCAD stands for 
PRE-school, SChool-age and 
ADolesccnt, the age groups 
which the program was 
designed to serve. 

♦ * • 

THE PROGRAM was 
designed to provide 
comprehensive medical and 
dental care for children of poor 
families in Detroit and Wayne 
County. 

“We now have 65,000 


youngsters registered and 
eligible for care,” said Dr. 
Pickett. 

“At least 300,000 youngsters 
should be getting this care,” 
said Dr. Pickett. “But even 
with $4. 2-million annually we 
wouldn’t even scratch the 
surface.” 

Services are provided at two 
hospitals and three clinics in 
Detroit, at Wayne County 
General Hospital and at three 
clinics located in Inkster, 
Sumpter and Trenton. 

• • * 

DR. PICKETT said Federal 
officials have ordered 
PRESCAD to save $434,000 in 
the first six months of 1969, 
which effectively forces a 
reduction of services worth 
double that amount. 

The program already faced 


fypwackuuf 'JleJtiMmwt?’ 

If you are nearing retirement age, you may want to 
think about proving your age for entitlement to social 
security benefits. 

For those who have a record of their birth recorded in 
infancy (state record or baptismal certificate), they need 
do nothing further. Simply bring the document with you 
to the social security office. 

If, however, you do not have such a record, you may 
speed up the processing of your claim by obtaining this 
record or other proof of age that you will need. If you 
plan to retire and file for social security benefits within 
the next year complete this coupon and return it. 

You will be contacted by a social security 
representative who will help you obtain the proof of age 
you will need. 


HALL 
FOR RENT 

For Wedding parties , banquets 
Open for inspection only 9-6 
Separate Dining Room 
Dance Floor -Large Bar 

L. & L. HALL 

11120 Sterling, cor. Goddard 
ROMULUS 

Phone WHitney 1-2225 


MAIL TO: Social Security Administration 

5141 Oakman Blvd. 

Dearborn, Michigan 48 1 26 


NAME . . . 
ADDRESS 


City 

BUS. PHONE ... 
HOME PHONE . . 
DATE OF BIRTH 


Street 

State 


Zip Code 


ROMULUS TOWNSHIP 

NOTICE 

THE TOWNSHIP OF ROMULUS IS 
ACCEPTING APPLICATIONS FOR A 

SECRETARY 

IN THE BUILDING DEPARTMENT 

Starting Salary, $105.00 Per Week 

• • 

FOR APPOINTMENT , CONTACT 

MR. GALLAGHER at 941-0666 


4-H Club 

Celebrates 

Christmas 

NEW BOSTON - The Huron 
Valley 4-H Club held a 
Christmas Party on Thursday, 
Dec. 19 followed by the club’s 
regular meeting. 

When Good Old St. Nick 
appeared at the Christmas 
party, some 20 members in 
attendance exchanged 
Christmas gifts and then 
partook of refreshments. 

The Christmas celebration 
was held at the Riverside 
Elementary School, located on 
Middlebelt road. 



l)HT Memorial Funeral Home 


Harold Rediske, Director 
35400 Glenwood one block West of Wayne Rd. 
721-8555 


Earl E. Dennis 

SERVICES HELD DURING THE WEEK 

Leslie O. Hill 

1920-1968 


1913-1968 

Mary J. Swaka 

Harold T. Rodgard 

Marie Meixner 

1892-1968 

1902-1968 

1891-1968 

For Furthor 

Infer motion PI«o»e Refer To The Areo Obifuory Column. 


4-H Club News Briefs 


an uphill struggle to maintain 
services because it previously 
had been reduced to 
$3,950,000 for the full year 
and has a S400.000 deficit 
from the previous year, Dr. 
Pickett said. 

Dr. Pickett said a 
recently-acquired, two-chair 
mobile dental unit has never 
been used because the budget 
reductions have made it 
impossible to staff the unit. 
The mobile unit is capable of 
providing dental care for about 
7,500 children annually. Dr. 
Pickett said. 

The PRESCAD program was 
conceived after studies showed 
that poor health is a major 
factor in the educational and 
employment problems of many 
children from poor families. 


The Thunderbird 4-H Club 
has been very active of late, 
Mrs. Christian Fischer 
accompanied Shah Beaty and 
Ardyth Curry (a member of 
the Belleville Galloping 
Comedians) to a Teen Leader 
Light Horse Conference held at 
Camp Kett in Tustin, Michigan. 

The Washtenaw 4-H is 
holding a scries of sessions in 
regard to a Horse Short Course. 
Mrs. Fischer made 
arrangements for a delegation 
from Wayne County to attend 
this course. Ed Beaty and his 
daughter, Shali, who is a teen 
leader are attending. The 
Thunderbird 4-H Club is 
sponsoring them. 

The course covers Nutrition, 
Building Facilities and 
Management, Horse Health and 
Care, Management and 
Selection of Breeding Stock 
and Showing Horses. 

One of the many fine 
instructors is Dr. Richard 
Dunn, Animal Husbandry, at 
MSU, Dr. Dunn was also one of 
the many instructors at the 
Camp Kett Conference, as was 
Keith Forbush, well known 
horseman and 4-H Leader, who 
lives in Inkster. 

* • * 

THE THUNDERBIRD 4-H 
Club held their annual 
Christmas Party at the home of 
Mr. and Mrs. James Ball and 
son, Gerry in Lincoln Park. 
Members and their parents 
participated in many games. 
Shali, Tim Katona and John 
Shine, members of the newly 
formed Thunderbird Band 
played Christmas Carols, plus 
various popular selections. 

The whole group sang and 
one particular number, “We 
Wish You A Merry Christmas” 
was a special selection in the 
form of a serenade to Mr. and 
Mrs. Christian Fischer, who are 
the organizational leaders. 

A very delicious buffet lunch 
was served. Centering the table 
was an enormous and very 
lavish decorated cake. Roland 
Barrette, who is employed by 
Sanders had this one decorated 
in a lovely wintery scene, horse 
and sleigh, and a church setting 
serenely on a hillside 
surrounded by snow laden pine 
trees. 


The highlight of the evening 
was the arrival of Santa Claus, 
who presented gifts to all. 
After Santa’s departure, the 
group finished off the evening 
in dancing, both popular and 
folk numbers. 

Everyone had a most 
enjoyable time, but missed 
Mrs. Roland Barrette, who is in 
Hutzel Hospital in Detroit after 
undergoing surgery. 

Guests present were Mr. and 
Mrs. Edscl Beaty, Shali and 
Brian, Mr. and Mrs. John 
Katon, Tim and Pam, Mr. and 
Mrs. Roy Traskos, Jeffry, 
Gregg and Jennifer, Mr. and 
Mrs. Gerry Pawlowski, Denise, 
David and Shari all of 
Belleville. Mr. and Mrs. Ralph 
Crews, Rita and Elliott, Mrs. 
Betty Gruden and Marsha, and 
the Fischers all of Romulus. 

From New Boston were Mr. 
and Mrs. John Shine, Colleen, 
John and Kathy, Mr. and Mrs. 
Ed Kentala and Keith. Mr. and 
Mrs. Don Lauzon, Brian, Mark 
and Kcven from Windsor, 
Canada. (Mr. Barrette lives in 
Detroit.) 

The next meeting of the 
Thunderbird 4-H Club will be 
held at the Roy Traskos 
residence on Bak road, 
Belleville on Jan. 22. 

Christian Fischer who is 
President of the Wayne County 
4-H Horse Leaders Association, 
Inc., wishes to announce the 
fact that ALL HORSE 
REGISTARTIONS ARE DUE 
NOW, in order for 4-H 
members to attend the 1969 
4-H Fair. These MUST be in 
the Extension Office or at the 
Fischer residence on Wayne 
road. 

The next Horse Leader 
meeting will be held January 
15, 1969 at 7:30 p.m. in the 
Dining Hall at the 4-H 


Fairgrounds in Belleville, there 
have been many absentees 
from the various Clubs. Many 
changes are taking place, with 
committees working on various 
projects, so please come or 
send someone to represent 
your Horse Project Club. Dr. 
David Forbush; DVM will be a 
guest at this January meeting. 

Local Man 
On Apollo 8 
Task Force 

BELLEVILLE - Seaman 
Robert A. Brown Jr., USN, son 
of Mr. and Mrs. Robert A. 
Brown of 10686 Borgman 
Street served on board the 
amphibious transport USS 
Francis Marion, a unit of Task 
Force 140 for the recent 
manned flight of Apollo 8. 

During the flight of Apollo 
8, Francis Marion maintained 
its position in the mid-South 
Atlantic to be ready to recover 
astronauts throughout the 
mission, covering the Atlantic 
landing area in the event the 
spacecraft is unable to land in 
the Primary Landing Area in 
the Pacific. 

Francis Marion, a unit of the 
Amphibious Force, U.S. 
Atlantic Fleet, is homeported 
at Norfolk, Va., and will return 
to normal fleet operations 
when the Apollo 8 mission is 
completed. 


New 4-H 
Club is 
Underway 

BELLEVILLE - A new 4-H 
Tractor Club for ail teenage 
boys from the ages of 12 to 18 
is being organizaed in the 
Belleville Area. 

The next meeting of the 
Ground Graders 4-H Club will 
be held on Jan. 4 in the 
home of Walter Rochowiak, 
located at 42350 Tyler Road, 
at 7:30 p.m. 

A membership invitation is 
extended to all interested 
teenagers. 


Carbon black, a by-product 
of natural gas, is used in 
making rubber, ink and paint. 


MOLLY HEATING 
and SHEET METAL 


37133 Goddard Rd. 
Romulus 

• Gas Conversions 
• New Furnaces 
• Sheet Metal Work 
"All Kinds” 



How birds dispose of excess 
fat is being studied as a 
possible answer to man’s 
obesity. 


i 


• PLAN 

• MAN 

• CHECK 


NATIONWIDE 

INSURES EVERYTHING 

SAVE TIME AND MONEY . . . CALL 

Russell Van Buhler 

OFFICE: 31 LIBERTY BELLEVILLE OX. 7-7726 

Nationwide Mutual Fire Ins. Co. -Nationwide, Life Ine. Co. 
Nationwide Mutual Ine. Co. -Home Office, Columbus, Ohio. 


♦INVENTORY SALE * FURNITURE* 

Year Ending-Now You Can Save 

CHESTS • 4 drawer-cash & carry. Samples. . . $14.95 
HOLLYWOOD BED'S - Complete with 
Headboard, Innerspring Mattress and 
Box Spring-twin size 

Sale-Save $11 $48.00 

DINETTES-5-7-9 pc- Table and matching 

chairs - On sale for 5 pc.. . . at $29.50 

2 pc. LIVINGROOM'S • Sofa and 

matching chair - Sale $98.00 

BED FRAMES - adjustable- 
on 4 casters - Sale price $ 4.95 

100's of other great values & Savings - now. 

90 Days same as cash-or Terms up to 36 months 
“Bankard and Security Charges-accepted 


AYNE 




Optu MON.. THVRS.. FRI.. SAT 
TIES. - WED. till 6 P.M. 


32344 MICHIGAN flVE. • A AYNE • <?ko*t PA 13404 







PI3VYTEX 




JANUARY 

Sale 



SAVE $2.00 

PLAYTEX 
made with 
LYCRA* GIRDLE 

Firm 'n Flatter’ Girdle: 
only $7.95, reg. $9.95 
With zipper: only $12.95, 
reg. $14.95. Panty: only 
$8.95, reg. $10.95. LongLeg 
Panty (shown) only $10.95, 
reg $12 95 


SAVE $1.00 

PLAYTEX “CR0SS£^>/ 
YOUR-HEART"* ^ u 
LONG LINE BRA 

(or V ± length) ^ 

only $4.95, reg. 

$5.95 32A 42C. 



SAVE $2.00 

PLAYTEX "MAGIC 

CONTROLLER''* 

GIRDLE 

only $5.95, teg. 
$7.95. With zipper: 
only $7.95. 
reg $9 95 


SAVE $1.00 

PLAYTEX "CROSS 
Y0UR-HEART"* 

SLIGHTLY 
PADDED BRA \\T (' 

with stretch sides, bacl<Sf ~ 
and straps: Only $4.00, 
reg $5.00. Also-save 
66C on Slightly Padded 
with stretch straps, 
lace cups pnly $3.34, 
reg. $4 00. 




SAVE $1.00 

PLAYTEX LIVING* 
LONG LINE 
STRETCH BRA 

(or 3/ 4 length) with 
stretch sides, back 
and straps: only 
$6.95, reg. $7 95. 

32A 44C. (D sizes 
$1.00 more) 


SAVE $1.00 

PLAYTEX "LIVING"* 
STRETCH BRA 

only $3.95, reg 
$4.95 Also-save 66C 
on “Living" bra with 
bias-cut side panels: 
only $3.29, reg. $3.95. 
32A42C 

(D sizes $1.00 more) 


SAVE $1.00 

PLAYTEX LIVING* 
LONG LINE BRA 

(or y 4 length) with 
bias-cut side panels: 
only $5.95, reg. $6 95. 
32A-44C 

(D sizes $1.00 more) 




SAVE $1.00 

PLAYTEX 
"SOFT-LINE”* 
PADDED BRA 

with stretch sides, 
back and straps only 
$4.00, reg $5.00 
Also-save 66C on 
Padded Bra with 
stretch straps, cotton 
sides: only $3.34, reg. 
$4 00. With semi 
stretch straps only 
$2.84, reg $3.50. 

32A 38B 



All Bras and Girdles- White All Girdle sizes-XS. S, M. L (XL sizes-Sl 00 more) 'DuPont's registered trademark 

PLAYTEX made with LYCRA* Girdle Elastic sides 80% nylon, 20% spandex Back panel 74% 
acetate. 16% rayon, 10% spandex Crotch 100% nylon Exclusive of other elastic 


OFFICIAL 
BOY SCOUT 
TRADING POST 



M 


MICHIGAN AVE. CORNER WAYNE RD. 


WAYNE S ONLY 
DEPT. STORE 

PA 1-8920 


AS SEEN ON TV 

OPEN 
THURSDAY 
and FRIDAY 
'til 9 p.m. 
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TICKETS 
TO THE 







30 20 WASHTENAW YP$TuCnTI 


If your mrm to listed in one of the 
eda In this section - Just oome to the 
Entvprite • Roman Office end you will 
2 free tickets to the Wayside 


’Gone With 
The Wind” 


Check the Classifieds each week 
12 tickets given every week 


FREE! 


1-For Sole, Houses 


1-For Sale, Houses 


1-For Sale, Houses 


la-Rent, Lease or Sell 


8-Wanted Real Estate 


13-For Sale, Household 


14-For Sale, Miscellany 


14-For Sale, Miscellany 


WHO ELSE 

will give you a written 
guarantee your home will be 
sold or find you a home any 
place in the U.S. free of 
charge ?? 

SIGNET REAL ESTATE 
& INVESTMENT CO. 

697-7500 


BELLEVILLE, THREE 
bedroom plus family room, 1 Vi 
car garage, 80’ X 200’ lot. 
$2,100 down. 483-1290. 


2, 3 & 4 BEDROOMS, newly 
decorated, $49 down; wc buy 
homes. ART DANIELS 
REALTY, 31000 Ford Road, 
GA 1-7880; 22177 Michigan, 
CR 49250. 


MODERN 5-ROOM house. 
References required. Inquire 
13880 Huron River Dr., So., 
Romulus, after 3 p.m. 


CASH FOR homes, land 
contracts, mortgages, even if in 
foreclosure or arrears. ROBIN. 
292-6800. 


j We have buyers waiting for 
| all types of property. Let us 
sell your home or vacant 
land. For fast turnover call 


3-For Sale, Forms 


CLASSIFIEDS PAY 


i 
i 
• 
i 

i 


BELVIL 
REALTY CO. 

130 Main St., Belleville 

6 97-3381 


EISEA 

Season s Greetings 


NO LISTINGS 

We Just Pay 

CASH 

We do NOT wont to list your 
homo. We wont to BUY It and 
PAY CASH. We buy homes 
OUTRIGHT FOR CASH. No 
commission or fees. Coll 
Wengro Co. ot PA 2*0606 ond 
osk for Home Buyer. After 5 
PM . or on weekends coll 
J 53 *9471 or 356-0379. 


DEARBORN HEIGHTS: Attractive 
brick broadfront ranch on nicely 
landscaped grounds, 3 bedrooms, 
full basement, gas furnaca, 
swimming pool. Vacant. $23,500. 

For 20 years we have sold 
more properties each month 
than any other firm in 
Michigan • Let us sell yours. 

PHONE for catalogue of Homes 
Uae our Mortgage Department. 


82.41 acre farm bordering city 
limits of Wauscon, Ohio. App. 
70 tillable, rich clay &. sand 
loam. Well tiled. Has produced 
150 bu. shelled com, 62 bu. 
wheat, 40 bu. soybeans to acre. 
26 acre corn base pays about 
$1600 yearly. 7.7 wheat base, 0 
conserving base. 6” deep drilled 
well piped to house and barn. 
Large house has bath & furnace. 
Double barn, silo and other out 
buildings. About 1 500' frontage 
on paved road. N.Y.C.R.R. 
borders south sfde, Wabash on 
north, city Limits on back. Half 

f rowning wheat goes with farm. 
65,000 cash or terms. 

PArkway 2-1467 


CASH 

FOR YOUR HOME 
OR EQUITY 

AGENT PA 2-0259 


REPOSSESSED FURNI- 
TURE-3 rooms, like new. Bal- 
ance of $261.40. No money 
down, take over payments, $3 
per week delivers. Seeing is be- 
lieving. INKSTER FURNI- 
TURE MART, 27634 Michigan 
Avenue, Inkster. 


MATTRESSES, FULL or twin 
size, $12.88. FURNITURE EN- 
TERPRISES, 2937 Wayne 
Road. PA 2-6919. 


USINGS WANTED 

We have many buyers for u0 
types of property. 

PENINSULA REALTY 

106 South St., Belleville 
699-2461 


9-Land Contracts 



from 


BELVIL REALTY 


TODD FRY 
GERALD FRY 


MERRILL BIRD 


DOROTHY SCHROEDER 



EISEA 

843-6000 


5-Business Property 


If You Must 

SELL YOUR HOUSE 

OR PROPERTY 

personal"reason 

Coll 

’Mr. Homebuyer’ 

No Listings - All Cash 
Immediate Action 

697-0100 


STEVE ANDRZEJEWSKI, 
22859 Karr Rd., Belleville may 
have two free tickets to the 
Wayside Theatre simply by 
stopping at the Enterprise 
Roman office, 330 Main St., 
Belleville before 5 p.m. Friday, 
Jan. 3, 1969. 


IMMEDIATE CASH for land 
contracts and equities in 
property, even if behind on 
payments. 484-0747. 


QUICK CASH for seller’s 
interest in land contracts. 
Private investor. PArkway 
2-0650. 


10-Mortgages 


6-Lots and Acreage 


la-Rent, Lease or Sell 


1 BEDROOM HOUSE, full 
basement. References required. 
WH 1-971 2, PA 2-9389. 


WANTED 

ALL VACANT LOTS 

Willing to Pay Cash 
Any area, any size. 

FOR BUILDER 
Immediate Action 

Mr. Kaye 
Broker 
444-5515 


RICHARD BRICKS, 47119 
Lauren Ct., Belleville may have 
two free tickets to the Wayside 
Theatre simply by stopping at 
the Enterprise Roman office, 
330 Main St., Belleville, before 
5 p.m. Friday, Jan. 3, 
1969. 


12-For Sale, Farm Produce 


POTATOES. Alton Ballard, 
9253 Martz Road, Ypsilanti. 
HUnter 2-2074 


USE THE CLASSIFIEDS 


1-For Sale, Houses 


1-For Sale, Houses 


1 — For Sale, Houses 


^iiiiiniiiiriiiiuiiniuiiniiiimviiiiinniiiiniiiiiiiiiiiiiiiiiiimiiiiiminiiiiiiiiiiiiiiiiniiiiiiiiiiiiiimitiiiiiiiniiiiiiiiiiiiiiiniriiiniiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiii^ 

NOW 

CHESTER J. SNYR 

YOUR FRIEND AND LIFELONG AREA RESIDENT 
AS YOUR REAL ESTATE REPRESENTATIVE. 

Serving . . • Belleville • Romulus & New Boston Faithfully 
"We do try a little bit harder to sell your property" 

"We do have good qualified buyers now waiting to buy" 

SAVON REALTY & INVESTMENT CO. PHONE WH 1-3021 

• LISTINGS WANTED NOW • 

• HOMES • LOTS • FARMS • ACREAGE • COMMERCIAL PROPERTY. | 

tiiuitiiiiiiiiiiiiiiiiiiiiiiiiiniiiiiiiiiitiiuiiiiiiiiiniiiiiiiiiniiiiiHiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiimumuuummmmwmHmiHMHWHHWim# 



MORE CASH 


IMMEDIATE CASH 

pold for oil properties oven If In need of ropolrt 


SEE US LAST 

W* poy more with NO foot or commissions 

IMMEDIATE CASH FOR YOUR PROPERTY 

32017 Michigan Ave,, Wayne Goddard at Tslsgraph, Taylor 
PA1-1S50 LO S • 6640 946 -7200 291 -2110 


Arossmam 


tls lay •• yeel #•«•»# ' 

Open Evenings & Sundays 


Real Estate Since 1940 


$11,000 RANCH-S575 NEEDED 

This Is on ex co 1 1 on t opportunity for soma family 
that is looking for a 2 bedroom homo with low 
monthly payments. First time advertised. Gas heat, 
freshly painted in and out. A very good starter 
home. Call for address. Very good area, best 
schools. Excel Isnt volue for only $11,000 full 
price with $575 needed to move In. $10 starts deal 
so call now. No. T-U. 


BEST WISHES 
for a very , very 

HAPPY NEW YEAR! 


INKSTBR-0WNER SAY $450 HANDLES 

Now vacant and owners want a fast deal the price 
is very low at only $10,750 on easy FHA terms. 
$10 starts deal and $450 moves you In, not one 
penny more needed. 2 bedrooms, go • FA furnace, 
very neat and clean, fenced yard and oil this for 
only $10,750. Near Michigan Ave. with good shop- 
ping and transportation. Call for address. Easy 
terms, low poymenfs. No, 1-14. 


IHKSTER-$700 HANDLES BRICK RANCH 

Full partly finished bosement with gas FA htat 
plus 3 large bedrooms are only some of the fea- 
tures of this all brick ranch. $17,500 full price ie 
low for such o beauty. Carpeting, aluminum trim. 
Very neat and clean and If you will coll now we 
will give you tne address and you can drive by and 
see this home for yourself with no obligation. If 
you like what you see then we will moke an op- 
pointment for you to see the inside. So call now, 
easy terms. $10 storfs deal. No. C-9. 


GARDEN CITY-$17,900 3 BEDROOMS 
PLUS 

By PLUS we mean. ..2H car garage. .. full base- 
ment. ..large 80x100 comer lot. $650 DOWN ON 
EASY FHA TERMS. This Is the flret time adver- 
tised. Hardwood shining floors, ponsled features, 
gas FA furnace, ond of course the finest area 
available. This is o fine value ond will sell so 
call now for the oddress ond drive by and see this 
beouty. TRAOES ACCEPTED. Free estimates. 
No. G-19. 


$550 HANDLES 3 BEDROOMS-GARAGE 

A winning combination. .. 3 nice bedrooms, attrac- 
tive 1H story cedar shingled home with 1h car 
garage. All this fenced yard, carpeting ond best of 
all... a very economical gas FA fumoce. S 10 
starts dsal and $550 moves you in, not one penny 
more needed. Call for address and remember, $10 
starts deal. We do oil the work. Trades also ac- 
cepted with free estimates. No. R-8. 


To All Our Friends 
GOOD HEALTH & SUCCESS 
in the coming New Year 


ROMULUS - $12,500 ALUMINUM 

$85 a month total payments, including everything 
Take over the $8850 balance with no red tape or 
delays or qualifying. It Is as easy os pie to buy 
this attractive 2 bedroom home. Other terms also 
available. •• FHA with $550 needed to handle deal. 
Call for address and drive by this house and see 
for yourself. REMEMBER. .. GROSSMAN (SINCE 
1942) HAS THE LARGEST SELECTION OF 
HOMES IN THE AREA. Na R-9. 


WESTLAND - 184 HIX RD. 

Located west of Newburgh about Hi miles west of 
Wayne Rd.) ond north off Cherry Hill Rd. Whot a 
lovely home this Is. •• large. .. lor ge. .. large. 88 
feet wide with attached garage. Aluminum siding, 
3 tremendous bedrooms, family room, and large 
kitchen. Tree shaded 180 feet wide lot. Quiet 
dead-end street. Newly decorated, gas heat and 
mony other fsotur»s. Only $29,900 full price. This 
was on the market for much more but since it Is 
vocant^ owners want a fast deal. Easy terms or 
trode. No. C-18. 


$20,900 FHA FOR FANCY BRICK 

Easy terms, low down poyment for this 3 bedroom 
brick ranch only o few years old. 2Vj CAR GAR- 
AGE AND FULL BASEMENT. Glass door-wall In 
kitchen, gas fumoce, vent, hood, carpeting, dropes 
and many other Teatures. Large 60x120* lot on ex- 
cellent paved street. Coll for oddress. Trode* ac- 
cepted with free, no obligation estimates on your 
present home. Low down payment. Speciol terms. 


CASH IN 24 HOURS 



Free Appraisals 

Established by LEWIS S. GROSSMAN 
in 1940 


"Pioneers in 
Home Trading 
Since 1940" 


OPEN SUNDAY 
32017 MICHIGAN AVE. 
PA 1-1550 • L0 5-8840 


Open Doily 'Til • p-m. 


CLOSED SUNDAY 

GODDARD AT TELEGRAPH 
946-7200 - 291-2110 


One Coll Does It All! 



N 


Phone 697-7500 

PACIOUS - CONTEMPORARY 

Excellent area, paved street, 3 bedrooms, family room, 
large living room, fireplace, 2 baths, 2 car garage. 
Landscaped very well. Call for appointment. 

NCOME PROPERTY 

Ten weekly rental units grossing $175 per week. 
Operating expenses comparatively low. Located on Old 
Haggerty near 1-94 Expressway. 

RADE SCHOOL NEAR BY 

Six room brick plus utility on large city lot 90' x 168'. 
Fenced rear yard, aluminum sided garden house. Priced to 
sell at $22,500. 

EAR WILLIS 

36 acre farm, includes 4 bedroom home, garage, bam and 
several other out buildings. Fronts on 2 roads, $32,500 
with 25% down. 

AST COLUMBIA STREET IN TOWN 
Nearly new 3 bedroom aluminum and brick ranch, 2 car 
attached garage, sewer, water and gas. Walk to high school 
and shopping. Seen by appointment. 


EN ACRES - NEW BOSTON 

Comer of Pennsylvania and Wahrman Roads. Zoned for 
light industry, includes house. Call for details. 

Evenings coll: Landy Box 697-7808 
Howard Stinehour 697-8837 



REAL ESTATE and 
INVESTMENT CO. 


HOURS 

94 DAILY, Sol. 9.4 
CLOSED SUN. 


255 Main St. 
Belleville 



SINGER 
AUTOMATIC 
ZIG ZAG 

1968 DESK MODEL 

Does everything without 
attachments, buttonholes, fancy 
design, sew in zippers, 
monograms, etc. Take over 
$3.75 monthly payments, or 
pay balance of $27.77. New 
guarantee still valid. Phone 

728-4214 


1968 TOUCH-A-MATIC 

Brand new sewing machine, has 
built-in zig zag, does fancy 
stitching, makes buttonholes 
and etc. Originally sold for 
$124. SO, balance due only 
$31.10 or pay $1.10 week, dill 
anytime. S31-1282. 


FIRE 

S/HE 


Must sell rem aining 
merchandise to make room for 
new stock. Everything at cost 
or below. 


• LINOLEUM 
•TILE 

• PAINT 
•ETC. 


INKSTER 

LINOLEUM 

27108 Michigan 
Inkster, Michigan 
562-1140 

Watch for re-opening. 


13o-Musicol Instruments 


RENT NEW STORY & Clark 
piano, S8 monthly plus 
cartage. Private lessons 
included. WAYNE MUSIC 
CENTER, 35164 Michigan 
Avenue, Wayne. 721-7535. 


HAMMOND ORGAN, model 
M- 1 11, used, like new. 
WAYNE MUSIC CENTER, 
35 164 Michigan Avenue, 
Wayne. 721-7535. 

14-For Sale, Miscellany 


SICK ROOM Supplies: 
Bathtub helpers; commodes; 
toilet frames; wheelchairs; 
rubber sheets, etc. ABLE 
RENTAL, 31827 Michigan 
Avenue, Wayne. 721-8442. 


TWO MAN chain saw. OXbow 
7-7879. 

LOFTY PILE, free from soil is 
the carpet cleaned with Blue 
Lustre. Rent electric 
shampooer SI. Hamilton Pro 
Hardware, Belleville. 

RENT SAUNA baths, belt 
viberators, exercycles. ABLE 
RENTAL, 31827 Michigan 
Avenue, Wayne. 721-8442. 


SADDLES &* BRIDLES 
Open All Day Sunday 
9 to 6 
SALLAI'S 

HARDWARE STORE 
STerling 2-3113 


BEVERLY AUCTION 

AUCTIONS 

Saturday 7 p.m. -11:30 p.m. 


All new bankrupt stocks of 
furniture, dry goods, tools, 
hardware, etc. Private sale Mon., 
Thurv 10 am to 7 pm: Wad., 
FrL. Sat., 10 am to 5:30 pm. 
Sun. 1 pm to 5 pm. 

CLOSED TUESDAYS 
1980 East Mich. Ava, 
Ypsi. HU 2-4013 


YOU DESERVE 
24 HOUR SERVICE 

On your Holiday movies 
and slides - by KODAK. 

Wayne Music 
Center 

35164 MICHIGAN AYE. 

PA 1-7535 


RENT BELT Excerciser and 
other exercise equipment 
ABLE RENTAL SERVICE, 
32032 Michigan Avenue, 
Wayne. 72 1 -85 32 ; 72 1 -8 442. 


6X8’ HEAVY DUTY low boy 
single axle trailer, tilt bed. 
$150. 971-4782. 


TWO 700X13 snow 

tires 

mounted on 13’* 

Ford 

Econoline wheels, 
753-9069. 

$20. 

FIRE PLACE wood. 

8649 

Rawsonville, Belleville. OXbow 

7-7879 or HObart 1-7171 



MILFORD SR. 

& TED OSBURN 
Goods bought for cash or will 
sell on consignment. Auction 
every Friday night at 7:30 p,m* 
Open dally for private sales 
from 9 to 6, at OS BURN’S AUC- 
TION HOUSE, 969 Sweet Road. 
JTU 2-7960, 


DUO-THERM OIL or gas 
heaters, coal, wood or electric, 
from $6.95 up. Large variety 
of new and used furniture. 
Open daily 10 a.m. to 6 p.m. 
Closed Sundays. SANCH’S 
FURNITURE COMPANY, 
7886 Belleville Road. OXbow 
7-1771. 


15-Wonted, Miscellany 


HARRIS SCRAP Iron and Me- 
tal, 23355 Haggerty Road. I h uy 
junk cars, scrap iron, batteries, 
copper brass, etc. PLaza 3-5041 . 


HOSPITAL BEDS and wheel- 
chairs. Rented and sold. ABLE 
RENTAL SERVICE, 32032 
Michigan Avenue, Wayne. 
721-8532:721-8442. 


LEONARD DRYER, 34942 
Michele Dr., Romulus may 
have two free tickets to the 
Wayside Theatre simply by 
stopping at the Enterprise 
Roman office, 330 Main St., 
Belleville before 5 p.m. Friday, 
Jan. 3, 1969. 


DISCOUNTED 

Home Wiring Supplies 
Fixtures - Range Hoods. General 
Electric Equipment. 

BRATCHER 

ELECTRIC 

3S818 Van Born Road 
Wayne PA 2-0037 


508 CARS WANTED 
FOR PARTS 
•Ffh Towing* 
CARL’S AUTO PARTS 
Phone 691-1501 


KIRBY SWEEPER 

Used, runs like new, complete 
with all cleaning attachments, 
including buffer and butler. 
Fully guaranteed, will sacrifice 
for $21.77 or 11 p<( week. 
Phone 

728-4214 


19-Farm Implements 


NE W ■' " 

ATLAS TIRES 

• NEW CAR TAKE-OFFS 
•MANY GOOD USED TIRES 

BELLEVILLE 
STANDARD SERVICE 
496 Main St. - 697-0250 


MCCULLOCH 
CHAIN SAWS 

ALL NEW MODELS 

NAGY IMP. 
SALES 

Y our Me Culloch 
Chain Saw Dealer 
New Boston 
PLaxo 3-3181 


13-For Sale, Household 


13-For Sale. Household 


(Armstrong 

PRESENTS CARPETS BY ARMSTRONG 

13 COLORS. 100% NYLON. Do your 
living room and hall - average 30 sq. yds , 

FOR 

Price includes Uniroyal sponge pad 
and tackless installation. Free 

INKSTER LINOLEUM 

27108 Michigan Ave. LOgan 2-1140 



14-For Sale, Miscellany 


14-For Sale, Miscellany 


HEATING OIL 


QUALITY COAL • COKE 

COMPLETE PHONE 

BUILDING SUPPLIES [ WH 11 16 

JOHNSON FUEL and SUPPLY CO. 

36036 GODDARD RD., ROMULUS 
Security Bank & Michigan Bankard Service 


p" PHONE “T 
| PA 2-0119 | 


20 -Mobile Homes & Campers 


20 -Mobile Homes & Campers 


11 a.m. - 9 p.m. 


697-3701 


Belle 

Mobile Offices 

SALES LEASING 

7350 BELLEVILLE ROAD 
BELLEVILLE. MICH. 48111 


Bachelors * Newlyweds * Retirees 

BEST BUYS IN MOBILE HOMES 



1 -2*3-4 Bedroom Models. 
Prices Start at $3,795.00. 

Beautiful Big 2 bedroom 
Mobile Home $6795. 
Save $500.00 60' x 12' 
with TIP OUT. 


• Available for Immediate 
Occupancy at park. A 
1968 2 bedroom 
(Repo.) at $3800.00. 

• Several Used Models 
starting at $1395. 


Michigan Mobile Homes Inc. 


12775 Telegraph, Taylor, Mich. 

Open Week Days 10-9, Week Ends 10-6 


287 8320 
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19-Farm Implements 


22-Pets and Pet Supplies 


27-For Rent, Furnished 
Apartments 


39-Help Wanted, Male 


43-Lost and Found 


67 • Autos For Sale 


67 • Autos For Sale 


57 • Autos For Salt 


ALBERT FREY, 
Rawsonville, 


6131| 

Belleville may 
free tickets to the 


have two . . 

Wayside Theatre simply by 
stopping at the Enterprise 
Roman office, 330 Main St., 
Belleville before 5 p.m. Friday, 
Jan. 3, 1969. 


COMPLETE POODLE 
GROOMING, includes 
shampoo, trim of your choice, 
nails, ears, glands. 699-4084. 


INTERNATIONAL 

HARVESTER 

SALES & SERVICE 

Farm Equipment 
Industrial Equipment 
Lawn & Subterranean 
Equipment 

CARLETON 
FARM SUPPLY 

11850 Grafton Road 
Carleton, Mich. 
Phone OLlver 4-5591 


20 -Mobile Homes & Campers 


FIBERGLASS 33 inch pickup 
toppers. Weather sealed luggage 
carriers for cars, wagons, 
recreational vehicles. Tops for 
club wagons. We make them, 
we sell them. MERRI-MAC 
PRODUCTS, 19155 Shook 
Road, off Sibley, New Boston. 
753-9953. 


23-Poultry, Livestock 


FURNISHED APARTMENT, 3 
rooms and bath with private 
entrance. One man or couple, 
$125 a month, $150 security 
bond and recommendations. 
6817 Ball Road, Romulus after 
5:30. 


JOSEPH HRABEC, 33827 
Willow, New Boston, may have 
two free tickets to the Wayside 
Theatre simply by stopping at 
the Enterprise Roman office, 
330 Main St., Belleville before 
5 p.m. Friday, Jan. 3, 1969. 


26-For Rent, Houses 


BANNER 

TRAVEL TRAILERS 

R.«s. Hitches and Access. 

ART TRAILER 
SALES & RENTAL 

36724 Goddord, Romulus 
WH 1-0970 


21 A. Sports Equipment 


SNOW 

MOBILES 

ALOUETTE & YUKON KING 
Ai Low A« $075 

VACATION CAMPERS 

Cor. Belleville & 

Ecoree Rd, 
697-8467 


LIL INDIAN 
MINI BIKES 

parts and service at 

WELT LAWN 
& GARDEN 

349 Sumpter Road 
Phone 697-0263 


22-Pets and Pet Supplies 


PROFESSIONAL POODLE 
grooming ELKEN’S 
KENNELS. 697-7659 for 
appointment. 


57 • Auto* For Sale 


NO FEE 

Rental Service to owners. Hove 
selected tenants willing to sign 
leases with substantial security 
deposits In all suburbs. 

Call Mr. Pinskl 

444-5500 

27-For Rent, Furnished 
Apartments 

CARPETED, AIR conditioned, 
utilities, quiet single lady only. 
R omulus Area. $125. 
941-3673. 


ARTHUR KROME, 762 
Sumpter, Belleville may have 
two free tickets to the Wayside 
Theatre simply by stopping at 
the Enterprise Roman office, 
330 Main St., Belleville before 
5 p.m. Friday, Jan. 3, 1969. 


SALESMAN WANTED for 
career with large retail jewelry 
chain. Benefits include profit 
sharing, paid insurance and 
opportunity for advancement. 
Contact Mr. Catalano, 
Shifrin-Willens, Arborland. 
971-2816. 


GERMAN SHEPHERD pup 
lost at Haggerty Road and 
Tyler Road, may be injured, 
name Fritz. 699-3722. Reward. 


49-Situations Wanted 


. WAYNE 

FURNISHED HOUSE TRAILERS 

Just like a home --only more con** 
venient. One and two bedroom*, 
weekly rates, utilities included. 

PA 2-4343, Ext. 7 


PARTS COUNTER 
MAN 

Chevrolet experience. 
Contact Mr. Doyle 

MARKCHEV. 

33200 Michigan Ave. - Wayne 


BELLEVILLE HIGH School 
students are looking for 
part-time work in local homes 
or stores. Why not help them 
help you and themselves? 
Youth Employment Service 
Office for calls and 
applications. 697-7682. 


RENT A CAR, By Day or 
Week, ROWAN OLDSMO- 
BILE, INC. 483-3644. 


1967 Comet Caliente, Tudor 
hardtop, V-8. power steering, 
power disc brakes, vinyl roof, 
14,000 like-new miles. Hurry on 
this like brand new car. .$1795 


SESI 


39-Help Wanted, Male 


AUTO PARTS 
DRIVER 

Contact Mr. Doyle. 

MARKCHEV. 

33200 Michigan Ave. - Wayne 


39-Help Wonted, Mole 


39-Help Wanted, Male 


ATTENDANT NURSES 
-MALE ONLY- 

To fill immediate vacancies at 
Ypsilanti State Hospital. Salary 
range $444 to 5517 monthly. 
All M ichiean Civil Service 
benefits, including an outstand- 
ing state contributory insurance 
program, excellent retirement 
plan, longevity bonus, unlimited 
opportunities for personal 
advancement, and liberal 
vacation and sick leave 
allowance, plus social security. 
Age not under 18. Good oppor- 
tunity for men over 40. For 
additional information contact 
Mr. Neil Hurja, Personnel 
Officer. Ypsilanti State 
Hospital, Ypsilanti, Michigan. 

Phone: 313-HU 2-8700. 
For other lob opportunity 
information call: 

517-373-3051, 
day or night. 

An equal opportunity 
employer. 


EVEREADY AGENCY - 
General domestic work, baby 
sitting, ironing. Handyman. 
722-87100; 722-5523. 


LINCOLN -MERCURY 
950 E. Mich. - Ypsilanti 
402-7133 


REPOSSESSION SALE 
1 960 Chevrolet Corvair, 1 
automatic, red, radio, heater, 
whitewalls, transportation 
special. $167.83 full price. 
728-950Q. 

DEALER-WAYNE 


1967 Comat, Club Sedan, 
six-cylinder with automatic 
transmiaion. Gorgeous and just 
the ticket for the budget 
minded. Honest $1395 


REPOSSESSION SALE 
1964 Chevrolet Malibu, 2 door, 
automatic, radio, heater, 
whitewalls, sharp Bermuda 
Blue. "O” down, pay notes 
$7.00 weekly. Car stored 
33133 Michigan Avenue. 
728-9500. 

DEALER - WAYNE 


SESI 


50 - Work Wanted 


1963 OLDS - 88; good tires, 
runs well; fine transportation, 
$395. OXbow 7-7591. 


TEENAGERS WANT part-time 
babysitting, doing housework, 
lawns, painting, etc. Youth 
Employment Service Office for 
calls and applications. 
697-7682. 


55-Music Lessons 


1966 Ford Fairlana GT, 
Convertible. Automatic 
transmission. Bucket seats, 
black with black top. 
Sharp! $250 down 


WELDER TRAINEES 

No experience necessary, will train. Full package of 
Fringes. New plant with excellent working conditions. 
Contact Mr. Stebbins. 

R.F.P. Industries, Inc. 

i 

4935 Hannon Road, Wayne 728-5100 


40-Help Wonted, Female 


PIANO AND organ lessons by 
experienced teacher, beginners 
and advanced students. 
WAYNE MUSIC CENTER, 
35164 Michigan, Wayne, 
721-7535. 


SESI 


LINCOLN-MERCURY 
950 E. Mich. - Ypsilanti 
482-7 1 33 


BUICK, 1967 ELECTRA 
“225", 2 door, vinyl hardtop, 
air, power steering and brakes, 
electro-cruise, private, $2,500. 
697-8382. 


LINCOLN-MERCURY 
950 E. Mich.- Ypsilanti 
482-7133 


1966 Thunderbird, Convertible, 
all power. Boy! what a "Cream 
Puff." Winter priced. ..$1995 


ASSEMBLERS 


APPLY IN PERSON AT: 
EMPLOYMENT OFFICE 

Monday thru Friday 8 A.M.to4:30 P.M. 

FISHER BODY 
DIVISION 

GM CORPORATION 
WILLOW RUN PLANT 

An Equal Opportunity Employer 


RELIABLE LADY to baby sit 
2 days a week, 8 to 3:30. 
699-4084. 

BABYSITTER YOUR home, 5 
days, 6:30 a.m. - 4 p.m., 2 
months old baby. 
Belleville-Romulus area. I 
References. OXbow 7-7957 | 
after 4 p.m. 

BABYSITTER WANTED, 7 to 
5:30, week days. Call 
941-1947. 


TYPIST WANTED 

Trained for computerized 
printing. Above average 
earning!, many benefit!. 

665-0644 


41-Help Wanted, Male 
or Female 


57 * Autos For Sale 


atlas'Yires 

• HEW CAR TAKE-OFFS 
•MANY 000D USED TIRII 

BELLEVILLE 
STANDARD SERVICE 
496 Main St. . 697-0250 


SESI 


HALL DODDS 


REAL ESTATE: Join 
Michigan's leading real estate 
firm, training provided. For 
interview call Mr. Elsea, VI 
3-6000, or manager of nearest 
Elsea office. 


43-Lott and Found 


FOUND - NOVEMBER 16, 
Brittany SpanieK male. Phone 
PArkway 2-7530. 


57 - Autos For Sale 


57- Autos For Sale 


FOUND BLACK poodle puppy 
on December 17, Sheldon Rd., 
Michigan Ave., area. 721-3891. 

FOUND - MONEY in Vescios 
parking lot. Caller to pay for 
ad and proper identification. 
WHitney 1-1532. 



FOUND - PEDIGREE hunting 
dog, Belleville area. 697-7517. 


57 • Autos For Sale 


BOB BURGH 
SEE HONEST BOB 

Wishes Everyone a 
Very Happy New Year 

Selling In the same 
spot 18 years. 
There must be a reason 


HALL DODDS 


33003 

MICHIGAN 

(Between Wayne and Inkster) 

WAYNE PA1-3606 


ATCHINSON 

FORD 

...has the answers! 


9 


year? Do you want a new car 
each year? Do you want 
worry-free transportation? 

Rent- A- Ford or Lease 

9800 BHItvillt Rd. 

699 2541 - PA 8-1565 


LINCOLN-MERCURY 
950 E. Mich. • Ypailantl 
482-7133 


1964 Chevrolet Impale Wagon, 
V-8, power Hearing, ideal for 
the family man. Real clean and 
runs good $995 


SESI 


LINCOLN-MERCURY 
950 E. Mich. • Ypsilanti 
482-7133 


Happy New Year 
Everyone! 

1968 BUICK 

Skylark hardtop, radio, heater, 
automatic, power steering, green 
finish. 

Only 

$2595 


1967 BUICK 

LeSabre custom hardtop, vinyl 
top, factory air, factory 
warranty. 

$2595 

1966 BUICK 

Skylark, 2 door, hardtop, power 
steering, power brakes, custom 
top, air conditioned. 

$1795 

1965 BUICK 

Electra "225" hardtop, full 
power, factory air. 2 year 
warranty. 

$1795 

HAROLD DIETRICH 
USED GARS 

33173 Michigan-PA 1-3775 


1966 Comet, Fordor Caliente 
Sedan. V-8, power steering end 
power brakes. Ideal family car 
for the economy minded. A reel 
buy - Hurry et this 
price $1195 


SESI 


LINCOLN-MERCURY 
950 E. Mich.. Ypsilanti 
482-7133 


REPOSSESSION SALE 
1963 Ford, tudor, gleaming red 
finish, radio, heater, 
whitewalls, “O" down, pay 
notes $4.00 weekly. Car stored 
33133 Michigan Avenue. 
728-9500. 

DEALER-WAYNE 


A 

TREASURE 

trove 


THE o 

WANT 

ADS 



HALL DODDS 


LeBaron Oldsmobile 

NEW and USED CARS 

MOST ALL OUR USED CAR, ARE 

ONE-OWNER NEW CAR TRADE-INS 

THAT WE SOLD NEW - & SERVICED 

2 YEAR WARRANTY ON ALL 
64 MODELS AUP 

33073 MICHIGAN. WAYNE PA 1-3630 



JOHN DOGA 

Wishes everyone a 
Very Happy New Year 

QUALITY CARS 
LOW PRICES! 
Selling in the seme 
spot 18 years. 

There must be a reason 


HALL DODDS 


33003 

MICHIGAN 

(Between Weyne and Inkster) 

WAYNE PA 1-3606 



Happy New Year and Thank You for Your Patronage 


1967 FORD 

Country Squire 10 passenger Station 
Wagon, radio, heater, automatic, 
power steering, power brakes, 
factory air conditioning. Only .... 

1968 CADILLAC 

Convertible, full power, speed 
control, AM/FM stereo radio, five 
brand new tires; looks like a '69 ... 


$1995 

$4995 


$995 

$1295 



1967 MERCURY 

Station Wagon, 10 Pass. Colony Park 
and Commuter. Radio, heater and 
automatic. Power steering and power 
brakes, from 

1966 MERCURY 

Monterey 2 door Hardtop, radio, 
heater, automatic, power steering . . 


1967 COUGAR 

2 Dr. Hardtops. Radio and heater. 
Automatic, power steering and power 
brakes. Some with Vinyl root. Some 
with Factory Air-Conditioning ..... 

1966 FORD XL 

2 door Hardtop, 390 engine, power 
steering, power brakes. Sharp 


$2195 

$1295 

$1995 

$1495 


1965 CHEVROLET 

Malibu 2 door Hardtop, radio, 
heater, automatic, whitewalls; Only 

1967 RAMBLER 

2 door, radio, heater, automatic, just 
like new. Only 

1968 MERCURY 

4 door, radio, heater, automatic, 
power steering, power brakes .... 


1968 PONTIAC 

GTO. 2 Dr. Hardtop. 4 Speed 

1968 MUSTANG 

Fastback, 2 door Hardtop, V-8, F I I I 

radio, heater, whitewalls md JL fF \/ 

1966 MERCURY 

Station Wagon, radio, heater, 

automatic, power steering, power I * 1 

brakes; Sharp. Only 

1967 THUNDERBIRD 

Landaus, 2 door Hardtops, radio, 
heater, automatic, Vinyl roofs, full 
power, 3 to choose from; your 
choice 




1966 MERCURY 

Station Wagon, 9 Passenger. Radio 
and heater. Automatic. Power 
steering and power brakes. Luggage 
Rack 

1965 COMET 

Calientes, 2 door Hardtops, some 
with automatic and 4 speed. Sharp. 
From 

1967 MERCURY 

4 door, radio, heater, automatic, 
power steering, vinyl roof. Only . . . 

1967 BUICK 

Wildcat 2 door Hardtop, radio, 
heater, automatic, power steering, 
power brakes. Vinyl roof, factory 
air conditioned, just like brand new 

1964 CONTINENTAL 

4 Dr. Jet Black. Full power. Factory 
Air-Conditioning ..l 


1968 PONTIAC 

Bonneville Brougham. 4 Dr. Hardtop. 
Full power and Air-Conditioning . . . . 


$1595 

$995 

$1595 

$2595 

$1495 

$2895 


1967 CONTINENTAL ^ 

4 door, full power, factory air yf | || | 

conditioning, stereo tape, speed 

control DN.T vrvr 

1966 VOLKSWAGEN £11 ACT 

Radio and heater, sunroof. Red and I I \ 

sharp. Like new condition ^ 

1968 CONTINENTAL ^ 

4 door and 2 door Hardtops, full 

power, factory air conditioned, loaded ^ III 

with equipment DN. tytF\f Vr 

1967 PONTIAC 

Tempest Club Sedan, V-8, radio, T| 

heater, automatic, power steering, I / ^ 

power brakes, like new JL # tF 

1966 MERCURY 

Montereys and Montclairs, 2 door 
Hardtops, radio, heater, automatic, I yl I J 

power steering, power brakes, your I 

choice of color “““ ** S 


1966 MUSTANG 

Hardtop, radio, heater, automatic. 
Just beautiful 


$1395 


STU EVANS 


WORLD’S LARGEST LINCOLN-MERCURY DEALER 

32000 FORD RD. -Just West of Merriman- GARDEN CITY 

KE 4-3070 
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LEGAL NOTICES 


B.B. Moehier, Petitioner 
36830 Goddard Road 
Romulus, Michigan 48174 
687.622 

STATE OF MICHIGAN 
PROBATE COURT FOR THE 
COUNTY OF WAYNE 
ESTATE OF WILHELM 
GEORGE ROSCHMANN, also 
known as WILLIAM 
ROSCHMANN, WILLIAM 
ROSCHMAN and WILHELM 
GEORG ROSCHMANN. 
Deceased. 

It is Ordered that on Janaury 
21, 1969 at 10 A.M., in the 
Probate Court room 1301, 
Detroit, Michigan, a hearing be 
held on the petition of B.B. 
Moshier for probate of a 
purported will, and for 
granting of administration to 
the executor named, or some 
other suitable person : 

Publication and service shall 
be made as provided by statute 
and Court rule. 

Dated: December 13, 1968 
ERNEST C. BOEHM, 

Judge of Probate 
A True Copy 
EDNA R. BERGER 
Deputy Probate Register 
Newspaper: Enterprise 
Roman and The Legal Times. 
12/24, 12/31/68 li 1/8/69 


It is Ordered tljat on January 
13, 1969 at 10 A.M., in the 
Probate Court room 1309, 
Detroit, Michigan, a hearing be 
held on the petition of Eva 
Zollars for appointment of an 
administrator: 

Publication and service shall 
be made as provided by statute 
and Court rule. 

Dated: December 5, 1968 
JOSEPH J.PERNICK, 

Judge of Probate 
A True Copy 
HERMAN McKINNEY 
Deputy Probate Register 
Newspaper: Enterprise 

Roman. 

12/18,12/24,12/31/68 


B. B. MOSHIER, Atty. 

36830 Goddard Road 
Romulus, Michigan 48174 
STATE OF MICHIGAN 
PROBATE COURT FOR THE 
COUNTY OF WAYNE 
585,218 

ESTATE OF HARRY 
TATARYN. Deceased. 

It is Ordered that on March 
11, 1969 at 2 PJd.. in the 
Probate Court room 1301, 
Detroit, Michigan, a hearing be 
held at which all creditors of 
said deceased are required to 
prove their claims. Creditors 
must file sworn claims with the 
court and serve a copy on 
Denys Kwitkowiky , 
Administrator with will 
annexed of said estate, 7012 
Michigan Avenue, Detroit, 
Michigan, prior to said hearing. 

Publication and service shall 
be made as provided by statute 
and Court rule. 

Dated: December 26, 1968 
ERNEST C. BOEHM, 

Judge of Probate 
A True Copy 
JACK MILAN, 

Deputy Probate Register 
Newspaper: Enterprise 
Roman and Legal Times 

12/31/68, 1/8/69, 1/15/69 

COZADD, SHANGLE, 

SMITH, Attya. 

2143 First National Building 
Detroit, Michigan 48226 
STATE OF MICHIGAN 
PROBATE COURT FOR 
COUNTY OF WAYNE 
587.391 

ESTATE OF CLAYTON 
SCHULTZ. Deceased. 


STATE OF MICHIGAN 
IN THE CIRCUIT COURT 
FOR THE COUNTY OF 
WAYNE 

PETITION TO VACATE 
BOUNDARIES 


I 

I 

TERR DALE ST. 
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LOT /S/m t j 

SUPERVISORS 
ROMULUS 
PLAT 10 

That the petitioners 
Anthony Kopas and Francis 
Kopas, his wife, owners of the 
subject property aver the 
following reasons for the asked 
for change in the Romulus 
Supervisor’s Plat No. 10, lot 
181a2, vacating the present 
boundaries of said lot and 
allowing a revised recorded plat 
containing six lots, known as 
Kopas Estates Subdivision. 

The hearing will be made on 
February 7, 1969 at 2 p.m., 
before Judge John M. Wise, or 
as soon there after as court 
may determine. 

Dec. 31, 1968, Jan. 8, 15, 1969 



THIS TRIO IS ADMIRING a watch presented by the HCMA Board of Commissioners to 
Kenneth L. Hallenbeck, (center) Director of the Huron-Clinton Metropolitan Authority, who 
retires Dec. 31. Left to right are Commissioner William E. Kreger, Wayne County’s 
representative on the HCMA Board; Hallenbeck, who has been Director for the past 18 years; 
and Commissioner Eugene J. Ellison, appointed by Governor George Romney. The watch was 
a gift from the seven-member Board, who represent the counties of Wayne, Macomb, 
Livingston, Oakland and Washtenaw. Kreger is vice-president of Coca-Cola Bottling Company 
of Wyandotte and resides in Wyandotte, and Ellison is a vice-president of Soss Manufacturing 
Company Headquarters in Birmingham and resides in St. Clair Shores. 


CUT EVENING HOURS 

WCISD Offers New Teacher Aid 


WAYNE - Directors of the 
ASSIST Center and the 
Professional Resources Center, 
Wayne County Intermediate 
School District departments 
located at Library 
Headquarters in Wayne, 
announce discontinuance of 
evening hours. 

In explaining the closing, 
ASSIST Director Dr. Sam 
Mangione said, “we have been 
staying open Wednesday 
evenings until 8 since last 
September. These hours were 
on a trial basis to see if, in fact, 
educators would take 
advantage of these extended 
hours. 

“Our experience has been 
that the number of persons 
utilizing our services does not 
warrant evening hours”, Dr. 
Mangione continued, “should 
interest change and be so 
expressed, we will reconsider 
evening hours in the future.” 
He was joined in this 
evaluation by George Moffat, 
Director of the Professional 
Resource Center. 

In announcing the end of 
evening hours, Dr. Mangione 
and Moffat disclosed a new 
service being offered to 
classroom teachers throughout 
Wayne County. 

• • * 

THE SERVICE is aimed at 
helping classroom teachers 


BUSINESS DIRECTORY 


ANTIQUE TRUCKING; fill 
sand, top soil, all types of 
gravel and stone. Driveway 
cinders, slag, crushed concrete 
and brick. Broken concrete. 
941-1257. 


AUTO LEASING * 


HARDWARE * * HOME IMPVTS. * 


RENT A 
NEW FORD 

$8.00 A Day 
80 A Wile 

NORTH BROS 
LEASING INC. 

• GA 1-1300 
• L0 5-900 


RAYMOND’S 

Paint & Hardware 

12731 Huron River Dr. 
Ro mulus -Phone 941 - 0 206 

Mac -0- Lac Paint 

Other Paint at 
Big Discounts 

• Plumbing Supplies 

• Linoleum Rentals 

• Kitchen Ware 


DON’T MOVE 
IMPROVE 

Call ui for all your 
modernization needs . . . from 
foundation to roof. Top 
quality materials and expert 
workmanship at competitive 
prices. Licensed & bonded. 
ALLEN PARK 
IMPROVEMENT 
COMPANY 

3812 Dix, Lincoln Park 
DUnkirk 6-4200 


HEATING 


CANTON 

HEATING 

Furnace installations, 
Cleaning & Service. 

722-9309 


Complete 

Modernization 

Additions Garages 

Dormers Kitchens 

Rec Rooms Baths 

Siding Roofing 

Free Estimates 

H.L. Bates Co. 

446 S. Newburgh, Westland 

722-7691 


PLASTERING 


‘EXCAVATING 


ANDY’S EXCAVATING 

Water, Sewer Lines 

& Footings 

• TRUCKING 

• TOPSOIL 

• GRAVEL 

• STONE 

j PHONE — | 

44780 Robson Rd. 

| OX 7-8341 | 

BELLEVILLE 


LATH & PLASTER 

•Residential •Commercial 
•Repairs 

BOB SULIMAN 
697-6631 


FURNITURE 


W.L. GATES FURNITURE CO. 

32449 Michigan Ave., Wayne 
PArkway 2-0316— PArk way 1-1610 

Quality Furniture 
and Appliances 

C^>eo Evenings Till 9 P.M. Monday thru Saturdays 


produce their own 
instructional materials. 

Major elements of the new 
program are that the ASSIST 
Center will pay for substitutes 
so that teachers may go to the 
Materials Production Center in 
the Wayne County Library. 
There they will use materials 
furnished by the ASSIST 
Center, equipment provided by 
ASSIST and Professional 
Resource Centers, and 
technical assistance from both. 

Dr. Mangione said that the 
number of teachers from each 
district who will be 
accommodated by the new 
program will be determined 
according to the district’s size. 

He estimated that on the 
average, the program can be 
extended to provide five full 
days per district of teacher 
participation in the Materials 

Production Center. 

• • • 

TEACHERS WISHING to 
participate in this program may 
obtain application forms from 
their building principals who 
will coordinate them with the 
central office of each district. 

Actual dates and times for 


use of the Center under this 
program will be tailored to 
meet the special needs of those 
involved. 

Materials Production 
facilities are a part of the 
Intermediate School District 
services available at the Wayne 
County Library, Van Bom and 
Venoy Roads in Wayne. 

As in the past, these facilities 
continue to be available to 
county educators 8:30 until 
4:30 daily. 

Promoted 

ROMULUS - Jack J. Angel, 
24, whose mother, Mrs. Zelma 
R. angel, and wife, Renate, live 
at 32736 Sibley Road, was 
promoted to Army ‘staff 
sergeant (Nov. 14) near Pleiku, 
Vietnam, while serving with 
the 4th Infantry Division. 

Sgt. Angel is a squad leadct 
with Company B of the 
division’s 4th Engineer 
Battalion. He entered the 
Army in January, 1962, 
completed basic training at Ft. 
Knox, Ky., and was stationed 
at Ft. Hood, Tex., before 
arriving overseas in July, 1968. 


• RtAl ESTATE • 

V.L.LOCKROW 

REAL ESTATE BROKER 
ACCREDITED 
APPRAISER 
170 W, Columbia Ay*. 

B® I Uvil le, Mich. 

0X7-2511 


* SNOW REMOVAL * 

SNOW 

REMOVAL 

Commercial only. Sand & 
Gravel. 

722-0608 728-7982 


NOTICE OF 

PUBLIC HEARING 


NOTICE IS HEREBY GIVEN that the Romulus 
Township Planning Commission will hold a Public 
Hearing on January 7. 1969, at 7:00 P.M. Eastern 
Standard Time, at the Township Offices, located at 
Goddard and Sterling, Romulus, Michigan, on the 
following proposed Amendment to the Zoning Map. 

PARCEL NO. 1 

To rezone from T (Transitional) to M-l (Light 
Manufacturing) the following described parcel of 
land: 

That part of the East Vi of the Southeast Vi of Section 
2, T. 3 S , R. 9 E., Romulus Township, Wayne 
County, Michigan, more particularly described as 
beginning at the East % corner of said Section 2, 
thence proceeding due South along the East line 

393.00 feet; thence South 89° 42’ 17” West 400.00 
feet; thence due South 382.38 feet; thence due West 
50.01 feet; thence due South 960.00 feet to a point 
on the North Line of the existing C-l zoned parcel; 
thence South 89° 44* 27 w * West along said North Line 

183.00 feet; thence due South along the West line of 
said C-l zoned parcel, 458.73 feet; thence South 89° 
46’ 08” West 679.22 feet, thence North 00° 06’ 54” 
East 2,193.00 feet to a point on the East and West Vi 
line of Section 2, thence North 89° 42’ 17” East 
along said Vi line 1,307.75 feet to the point of 
beginning, said point also being the East Vi comer of 
Section 2. Above described parcel of land containing 
45.87 acres more or less. 

PARCEL NO. 2 

To rezone from T (Transitional) to PB (Professional 
Business) the following described parcel of land: 

That part of the East Vi of the Southeast Vi of Section 
2, T. 3 S., R 9 E., Romulus Township, Wayne 
County, Michigan, more particularly described as 
beginning at a point distant due North 884.20 feet 
from the Southeast corner of said Section 2, thence 
proceeding South 89° 44’ 27” West along the North 
line of the existing C-l zoned parcel, 450.00 feet; 
thence due North 960.00 feet; thence due East 50.01 
feet; thence due North 382.38 feet; thence North 
89° 42’ 17” East 400.00 feet to a point on the East 
Line of Section 2, thence due south along said East 
line 1,342.40 feet to the point of beginning. Above 
described parcel of land containing 13.43 acres more 
or less. 

PARCEL NO. 3 

To rezone from T (Transitional) to PB (Professional 
Business) the following described parcel of land: 

That part of the East Vi of the Southeast Vi of Section 
2, T. 3 S., R. 9 E., Romulus Township, Wayne 
County, Michigan, more particularly described as 
beginning at a point distant South 89° 46’ 08” West 

633.00 feet from the Southeast comer of said 
Section 2; thence due North along the West line of 
the existing C-l zoned parcel 425.16 feet; thence 
South 89° 46’ 08” West 679.22 feet; thence South 
00° 06’ 54” West 425.16 feet to a point on the 
South line of said Section 2, thence North 89° 46* 
08” East along said South line 680.00 feet to the 
point of beginning. Above described parcel of land 
containing 6.63 acres more or less. 

A copy of the Tentative Zoning Map may be examined 
at the Township Offices during business hours from 9:00 
A M. to 4:30 P.M. on week days until date of the Public 
Hearing. 

ROMULUS TOWNSHIP PLANNING COMMISSION 
ALFRED J. PERRY, Township Clerk 

Dec. 18. Dec. 31. 1968 


BY BILL EAKIN 

Huron Youth For Christ List Talk 


ANN ARBOR - Bill Eakin. 
vice-presiden of Clubs for 
Youth for Christ International, 
will speak Jan. 4 at Ann Arbor 
High School. 

The meeting will begin at 
7:15 p.m. and is sponsored by 
the Huron Valley Youth for 
Christ. 

Eakin is recognized as an 
authority on youth programs 
and gives leadership to the 
3,000 high school and junior 
high clubs in this country and 
abroad. 

He is in constant demand as 
a speaker because of his 
understanding of teenagers 
problems and his ability to 
c h a llenge them with 
theChristian way of life. His 
ministry with youth has taken 
him throughout the United 

Gary L. Prepe 
Finishes Basics 

BELLEVILLE - Seaman 
Apprentice Gary L. Prepe 
USN, son of Mrs. Eleanor 
Basch, of 8701-104 Belleville 
road, has been graduated from 
nine weeks of Navy basic 
training at the Naval Training 
Center here. 

In the first weeks of his naval 
service he studied military 
subjects and lived and worked 
under conditions similar to 
those he will encounter on his 
first ship or at his first shore 
station. 


States, Canada, and Mexico. 

He has also conducted 
leadership training schools in 
many countries of South 
America and Europe, and in 
the Philippians, Australia, 
Hong Kong, India, Singapore, 
Figi Islands, and New Zealand. 
He has been on the staff of 
Youth for Christ International 
since 1958. 

0 • 6 

ALSO APPEARING with 
Bill at the rally will be local 
musical group known as “The 
New Dimensions”. This is a 
choral/orchestra group and 
features some of the 
outstanding teen talent in this 
area. 


The program will also 
include a double teen tyme, 
which will be led by Bob 
Williams, associate director of 
Huron Valleys Youth for 
Christ. 

Coming from Southgate, 
Michigan will be the Dave 
Edwards trio. .Dave Edwards 
does the musical work for the 
Billy Walker Crusades. 

The pre-rally program , which 
will begin at 7:15 p.m. will 
feature the newest Charlie 
Churchman film entitled 
“Charlie Churchman meets the 
Clowns.” 

The public is cordially 
invited to attend the rally, 
there is no admission charged. 


ROMULUS TOWNSHIP 


BIDS WANTED 


One Model - E Six Ton Quickway 
Truck -Shovel SN 2941 Crane Truck. 

Can be seen at 36515 Bibbins Street, Romulus. 
Sealed bids will be accepted at the Romulus 
Township Hall, 36572 Goddard Road, Romulus 
until 5:00 P.M., January 6, 1969. 


• ^ i 


NOTICE OF PUBLIC HEARING 

Notice is hereby given that the Van Buren Township Planning Commission 
will hold a Public Hearing to amend Zoning Ordinance No. 9-20-65 by 
amending the Zoning Map. 

Various zones and descriptions in Section 16. North of 1-94 Expressway 
to Tyler Road and west of Belleville Road. 

From RO-1 (restricted office) to C-l (general business). 

mFSPRlPTlOW m i> 

s&asssr' 

PARTICULARLY DESCRIBED AS: 

BEGINNING AT THE N.E CORNER ^oNG^ EAST L.nI oF SAuj 
SECTION^THENCES 88° 3 U 30 ’ N f QF^yS D 89° 

nr*10” H 80 °l FT. TO THE L POINT OF BEGINNING. CONTAINING 
1 1 .364 ACRES OF LAND. MORE OR LESS. 

From R-IB (residential) to C-l (general business). 

(DESCRIPTION 02) 

BEGINNING AT A POINT ON THE EAST LINE OF SECTION 16, T. 3 S 
R. 8 E. DISTANT S. 5° S9’ 40” E. 1153. 1 1 FT. FROM THE N.E. CORNER 
OF SAID SECTION' THENCE S 5° 59' 40” E. 210.00 FT. ALONG THE 
EAST LINE OF SAiD SECTION. THENCE S. 88° 31' 30” W. 580.00 FT/. 
THENCE N. 5° 59' 40” W. 210.00 FT., THENCE N. 88° 31’ 30” E. 580 00 
FT TO THE POINT OF BEGINNING. CONTAINING 2.787 ACRES OF 
LAND. MORE OR LESS. 

From R-l B (residential) to R-M (multiple dwelling). 

(DESCRIPTION 03) 

BEGINNING AT A POINT DISTANT S. 5° S9' 40” E. 853.1 1 FT. ALONG 
THE EAST LINE OF SECTION 16 AND S. 88° 31’ 30” W. 580.00 FT. 

FROM THE N.E. CORNER OF SECTION 16. T. 3 S.. R. 8 E.; THENCE S. 5° 

59' 40” E. S 10.00 FT.; THENCE S. 88° 31' 30” W. 122.18 FT ; THENCE N. 

5° 59' 40” W. 510.00 FT; THENCE N. 88°31'30”E. 122.I8FT. TO THE 
POINT OF BEGINNING. CONTAINING 1.426 ACRES OF LAND, MORE 
OR LESS. 

From RO-1 (restricted office) to R-M (multiple dwelling). 

(DESCRIPTION #4) 

BEGINNING AT A POINT ON THE NORTH LINE OF SECTION 16, T. 3 S . , 

R 8 E . DISTANT S. 89° 07’ 10” W. 580.5 1 FT. FROM THE N.E. CORNER 
OF SAID SECTION; THENCE S. 5° 59' 40” E. 859.1 5 FT.; THENCE S. 88° 

31’ 30” W. 122.18 FT.; THENCE N. 5° 59' 40” W. 860.42 FT. TO THE 
NORTH LINE OF SAID SECTION; THENCE N. 89° 07' 10” E. 122.29 FT. 

TO THE POINT OF BEGINNING, CONTAINING 2.404 ACRES OF LAND. 

MORE OR LESS. 

From R-M (multiple dwelling) to RO-1 (restricted office). 

(DESCRIPTION #6) 

BEGINNING AT A POINT ON THE NORTH LINE OF SECTION 16, T. 3 S.. 

R. 8 E., DISTANT S. 89° 07' 10” W. 1750.04 FT. FROM THE N.E. 
CORNER OF SAID SECTION; THENCE S. 10° 47' 00” E. 891.56 FT.; 
THENCE S. 82° 00' 30” W. 300.36 FT.; THENCE N. 10° 47’ 00” W. 929.30 
FT. TO THE NORTH LINE OF SAID SECTION; THENCE N. 89° 07’ 10” E. 

304.54 FT. TO THE POINT OF BEGINNING, CONTAINING 6.27 ACRES 
OF LAND, MORE OR LESS. 

From R-l B (residential) to C-2 (planned shopping). 

(DESCRIPTION #7) 

BEGINNING AT A POINT ON THE EAST LINE OF SECTION 16, T. 3 S.. 

R. 8 E.. DISTANT S. 5° 59' 40” E. 1363.1 1 FT. FROM THE N.E. CORNER 
OF SAID SECTION ; THENCE S. 5° 59' 40” E. 1 344.24 FT. TO THE EAST 

V. CORNER OF SECTION 16; THENCE S. 2° 58' 30" W. CONTINUING 
ALONG THE EAST LINE OF SECTION 16. 576.69 FT.; THENCE S. 88° 

39' 38” W. 1 283.70 FT.; THENCE N. 0° 27’ 54” E. 572.24 FT. TO A POINT 
ON THE EAST AND WEST Y. LINE; THENCE N. 88° 31' 30" E. ALONG 
SAID Y. LINE 130.43 FT., THENCE N. 1° 28' 30" W. 503.00 FT.; THENCE 

S. 88° 31' 30" W. 48.00 FT.; THENCE N. 6° 47' 53" W. 244.24 FT.; 
THENCE S. 52° 39' 02" W. 65.00 FT.; THENCE N. 37° 20' 58” W 460.00 
FT.; THENCE N. 7° 59' 30" W. 180.00 FT.; THENCE S. 82° 00' 30" W. 

200.00 FT.; THENCE N. 7° 59' 30" W. 60.00 FT.; THENCE S. 82° 00’ 30” 

W. 60.00 FT.; THENCE N. 7° 59' 30" W. 50.62 FT.; THENCE N. 88° 31' 

30" E. 1756.92 FT. TO THE POINT OF BEGINNING, CONTAINING 
57.067 ACRES OF LAND. MORE OR LESS. 

From R-M (multiple) U> C-2 (planned shopping). 

(DESCRIPTION |C8) 

BEGINNING AT A POINT ON THE EAST LINE OF SECTION 16. SAID 
POINT BEING S. 2° 58' 30" W. 576.69 FT. FROM THE EAST Y. CORNER 
OF SECTION 16; THENCE S. 2° 58' 30” W ALONG THE EAST LINE OF 
SECTION 16 (CENTER-LINE OF BELLEVILLE ROAD. 66 FT. WD.) 

576.70 FT.; THENCE S. 88° 48' 08" W. 1258.34 FT.; THENCE N. 0° 27' 

54" E. 572.24 FT.; THENCE N. 88° 39’ 38” E. 1283.70 FT. TO THE POINT 
OF BEGINNING. CONTAINING 16.735 ACRES OF LAND. MORE OR 
LESS. 

From R-IB (residential) to C-2 (planned shopping). 

(DESCRIPTION #9) 

That part of the Southeast Vi of Section 16. T. 3 S.. R. 8 E., Van Buren 
Township, Wayne County, Michigan, described as beginning at a point on the 
Northerly line of the Detroit Industrial Expressway, distant North 2 degrees 
58 minutes 30 seconds East 137.31 feet and South 89 degrees 05 minutes 50 
seconds West 1197.88 feet from the Southeast corner of Section 16 and 
proceeding thence along the Northerly line of the Detroit Industrial 
Expressway South 89 degrees 05 minutes 50 seconds West 598.30 feet; thence 
North 0 degrees 49 minutes 34 seconds West 1 183.66 feet; thence North 88 
degrees 48 minutes 08 seconds East 625.07 feet; thence South 0 degrees 27 
minutes 54 seconds West 1 187.26 feet to the point Of beginning. 

The Public Hearing will be held in the Council Room, 46425 Tyler Road, Van Buren 
Township, Wayne County, Belleville, Michigan, Wednesday, January 8, 1968 at 8:00 
P.M. 

ERMA J. PAYNE, Cletk 
Van Buren Township 

Dec. 11. 1968 - Jan. 1, 1969 
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o for /our food Di 





Check Our Everyday Low Prices! FOODVILLE Is Locally Owned! 

Meats! 


* FARM FRESH PRODUCE 

* COURTEOUS SERVICE 


* SELF-SERVE MEATS 

* WEEKLY SPECIALS 


* FREE PARKING *FREE CARRY-OUTS 

* COMPLETE LINE OF FROZEN FOODS * COLD BEER 





MEADOWDALE 


SLICED BACON 


USDA CHOICE BONELESS 


CHUCK ROAST 


HICKORY 


SMOKED PICNICS 


CAMELOT FROZEN 


OCEAN PERCH 


MEDIUM 


GRADE "A” EGGS 


FRESH FROZEN 


BANQUET DINNERS 


HILLS BROS. 


COFFEE 


MICHIGAN U.S. NO. I 

POTATOES 


ALL 

GRINDS 


1-LB. 

PKG. 


1-LB. 

PKG. 


DOZ< 

CTN. 


11-OZ. 

PKG. 


LB. 

CAN 


LB. 

BAG 






SUCH CRUST 


n M 

liOHEER 

SUGAR 


OPEN DAILY 9»9 SUNDAY 9, .5 


BREAD 


CAMPBELL’S 


PORK and BEANS 


franco-american| 

SPAGHETTI 


MICHIGAN PURE 


GRANULATED SUGAR 


MEADOWDALE 


chicken 

NOODLE 


CAMPBELL’S 


1-LB. 

4-ox. Loaf 


1-lb. 

CAN 


CHICKEN NOODLE SOUP 


MEADOWDALE SOLID 

MARGARINE 


1-LB. 

CAN 


5-LB. 

BAG 


LB. 

CAN 


CAN 


1-LB. 

CTN. 



524 MAIN STREET, BELLEVILLE 

Prices effective thru Tuesday, January 7, 1969. Rights reserved to limit quantities. 










